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Foreword 


It is with great pleasure that we welcome you to the 
Proceedings of the Cardiff University Engineering Research 
Conference 2023. The conference was established for the first 
time in 2023 as part of a programme to sustain the research 
culture, environment, and dissemination activities of the 
School of Engineering at Cardiff University in the United 
Kingdom. The conference served as a platform to celebrate 
advancements in various engineering domains researched 
at our School, explore and discuss further advancements in 
the diverse fields that define contemporary engineering. 


The structure of the conference programme reflected the 
multidimensional nature of our research and was built 
around the priority research areas for the School: 


Engineering for Health forms a cornerstone of our 
discussions, recognizing the pivotal role technology plays 
in revolutionizing healthcare. We are applying the latest 
research in medical engineering to push the boundaries 
in areas where innovation has the potential to transform 
patient care. 


Civil Infrastructure takes centre stage as we improve the 
sustainability and resilience of infrastructure across the 
UK and the globe. We work on developing sustainable 

and resilient total lifecycle solutions across a wide range 
of domains including construction, structures, energy, 
geo-environmental and water infrastructure systems. From 
creating new nano-scale smart materials to macro-scale 
urban interventions. 


Advanced Manufacturing represents cutting-edge research 
into materials, systems and transformative technologies to 
transform engineering and economic performance in the 
transport, energy generation and manufacturing industries. 
Our research in this area focuses on developing smart 
materials and structures, and sustainable manufacturing 
processes that help create a sustainable and greener 
economy. 


Sustainable Energy stands as a testament to our 
commitment to a greener, more efficient future. We aim 

to advance energy technology and play a key role in 
addressing the increasing demand for sustainable and 

low carbon technologies while reducing environmental 
impact and ensuring a sustainable environment. Our work 
helps to drive forward net-zero solutions for achieving the 
government carbon targets. 


Compound Semiconductors and Applications represents 
the cutting edge of electronics, a critical driver of progress 
in the digital age. We explore the latest developments 

in compound semiconductor materials, advanced 
characterisation techniques, quantum optics and novel 
circuit design methodologies and their diverse applications. 
We anticipate breakthroughs that will power the next 
generation of computing, communication, and sensing 
technologies. 


These proceedings are a testament to the shared vision 

of engineers and researchers from our School as they are 
working to address the challenges of today and set a course 
towards a brighter tomorrow. We extend our gratitude to all 
participants, presenters, and sponsors for their invaluable 
contributions to this endeavour and look forward to hosting 
this event again in 2024. 


Professor Emiliano Spezi 
Organizing Committee Chair 
Cardiff University Engineering 
Research Conference 2023 


Dr Michaela Bray 

Organizing Committee Deputy Chair 
Cardiff University Engineering 
Research Conference 2023 
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ENGINEERING FOR HEALTH 


Generalizability of Deep 
Learning Models on Brain 
Tumour Segmentation 


Brain tumour segmentation is a hard and time-consuming task to be 
conducted in the process of radiotherapy planning. Deep Learning (DL) 
applications have a significant improvement in image segmentation 

tasks. In this work, we apply DL models such as 2D and 2.5D U-NET to the 
segmentation task of a brain tumour on the BraTS 2021 dataset and our local 
dataset. The 2.5D network is a modified version of 2D U-NET by using three 
slices as an input for each magnetic resonance imaging (MRI) sequence. We 
achieve the best segmentation results with 2.5D U-NET on BraTS with Dice 
scores of 86.97%, 91.27% and 94.42% for enhancing tumour, tumour core and 
whole tumour respectively. On the other hand, our best segmentation result 
of the GTV delineation on the local dataset is a Dice score of 78.51% for 2D 
U-NET. Although the result of GTV contours is not improved by 2.5D for the 
local dataset due to non-fixed voxel size, the Dice scores of ET, TC and WT are 
improved by the proposed 2.5D U-NET for the BraTS dataset. 
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INTRODUCTION 


Brain tumours are one of the most lethal types of cancer 
[1]. Glioblastoma (GBM) is a aggressive, rapidly developing 
and fatal type of glioma that originates from glial cells. 

The median survival time for GBM patients is 15 months 
after diagnosis [2]. Brain tumour segmentation is the 
process of separating the tumour from healthy brain tissue. 
Brain tumour segmentation is a challenging task due to 
the heterogeneous nature of the tumour tissue [3] and 
Magnetic Resonance Imaging (MRI) is a commonly used 
imaging technique in brain because it provides high- 
quality, high-contrast and detailed images of soft tissues. 
Accurate tumour segmentation is critical for diagnosis 

and therapy planning [4]. In radiotherapy, the optimal 
delivery of high-dose radiation to the tumour while sparing 
healthy tissues depends on the accuracy of segmentation. 
Manual segmentation is time-consuming, subjective, and 
non-reproducible. Automated segmentation is proposed 

to decrease labour-intensive work, provides objective and 
reproducible results [5]. Deep Learning (DL) models are one 
of solutions developed to segment tumours automatically. 


In clinical practice the poor generalizability of DL models 

is a major barrier [6]. Particularly for medical image 
segmentation tasks, models have demonstrated good 
performance when using uniform datasets, but their ability 
to generalise to new and unseen data remains a challenge. 
In brain tumour segmentation, the generalizability of 

DL models needs to be evaluated for different datasets 
consisting of MRI scans with variable settings such 

as resolution (pixel spacing and slice thickness) and 

matrix size. Such validation is essential for enhancing 

the robustness and usefulness of DL models in clinical 
applications. Ideally, models with high generalizability could 
be developed when training datasets contain a significant 
number of high-quality images from different centres using 
variety of imaging settings. 


Despite high number of publications dealing with DL-based 
tasks including segmentation, due to generalizability as a 
primary issue, the models transferred to clinic are very few 
[7]. In this study, we investigated the generalizability of DL 
models with different configurations on GBM segmentation 
task across different datasets. 


MATERIALS AND METHODS 


In this study we utilised a large dataset of publicly accessible 
MRI scans and reference segmentations (BraTS 2021) and 

a local dataset. GBMs are segmented according to the 

BraTS challenge as enhancing tumour (ET), tumour core 
(TC), and entire tumour (WT) regions [8]. The BraTS 2021 
dataset has a fixed voxel size (1x1x1mm) and fixed matrix 
size (240x240x155). However, clinical datasets including our 
local glioma scans have variable voxel sizes and matrix sizes 
for each MRI sequence. 


In this research, we used U-NET, a convolutional neural 
network architecture designed for biomedical image 
segmentation tasks. The U-NET architecture consists of an 
encoder network, which down samples the input image 
extracting salient features, and a decoder network, which 
up samples the feature maps back to the original image 
resolution and generates the segmentation mask. This 
arrangement gives the network its characteristics U shape 
[9]. Tumour segmentation was carried out using a region- 
focused selection (RFS) method [10] that combines several 
single 2D U-NET and 2.5D U-NET architectures trained on 
BraTS tumour regions and validated with Gross Tumour 


Proceedings of the Cardiff University 
Engineering Research Conference 2023 


Volumes (GTV) of the local dataset. Fig. 1 shows 4 image 
sequences namely: FLAIR, T1, Tlce and T2. The BraTS 
and the local dataset cover 1251 patients and 53 patients 
respectively. 


a) Glioblastoma example and TC delineation of BraTS dataset 


© 


b) Glioblastoma example and GTV delineation of our local dataset 


Fig. 1. Examples in BraTS 2021 (Fig. 1a) and our local dataset (Fig. 1b). 
From left to right; FLAIR, T1, T1ce, T2 sequences and their corresponding 
segmentation masks. 


In the 2.5D model, for each sequence we used 3 channels 
including: (a) current slice (n), (b) previous slice (n-1) and 

(c) following slice(n+1). This is shown in Fig. 2. Due to the 
local dataset having different voxel and matrix sizes for each 
patient, each scan of the local dataset was resampled to 
match the BraTS 2021 data format and specifications. Each 
channel used a 2D image of size (240x240). 


Fig. 2. A 3-slice example of the T1ce sequence for the local dataset. 


The RFS method use three types of U-NET models for image 
segmentation, i.e., Binary class, Multi-label, and Multiclass 
models. In the case of binary-class models, three separate 
binary-class models were used for segmenting three regions 
(ET, TC, and WT), separately. The input and output of each 
binary-class model corresponded to only one of the regions. 
In both cases of multilabel and multiclass models, only 

a single model was used for the segmentation of all the 
three regions. The difference between the multilabel and 
multiclass models is that the former uses the overlapping 
class masks among ET, TC and WT, while the latter takes 
non-overlapping class masks. Both binary and multilabel 
models used the sigmoid function, while the multiclass 
model used the softmax function at the last layer of the 
U-NET. 

The z-score technique was used to normalise images. 
Multiclass, Multi-label, and Binary class single 2D and 2.5D 
U-NET architectures were trained on individual tumour 
regions with the BraTS 2021 dataset. The Dice Similarity 
Coefficient (DSC) was utilised to assess the similarity 
between the contours generated by the DL models and the 
reference contours. 


The trained models were then combined with a union RFS 
(u-RFS) model. The u-RFS model was used to improve the 
DL-based GTV segmentation for both 2D and 2.5D models. 


Generalizability of Deep Learning Models 
on Brain Tumour Segmentation 


RESULTS 


For our local dataset, the comparison of 2D U-NET and 2.5D 
U-NET predictions is shown in Fig. 3. 


Fig. 3. GTV segmentation of the local dataset. From left to right; T1ce 
sequence, reference contour, 2D U-NET prediction and 2.5D U-NET 


prediction for. 


In Table 1, the results show that 2.5D U-NET models 
outperform 2D U-NET models for each DL method and for 
both ET and WT regions. 


DL method ET(%) ET(%) WT(%) | WT(%) 
(2D) (2.5D) (2D) (2.5D) 
Multiclass 84.99 86.76 91.65 93.81 
Multilabel 82.29 84.01 92.24 94.42 
Binary class 85.19 86.97 92.18 94.35 


Table 1. DSC results of ET and WT (BraTS dataset). 


In Table 2, the results show that 2.5D U-NET models 
outperform 2D U-NET models for the TC region. However, 
the 2D model outperforms the 2.5D model for the GTV 
region. u-RFS provided the best DSC score with 78.51% 
when applied to the 2D model. 


DL method TC(%) TC(%) GTV(%) | GTV(%) 
(2D) (2.5D) | (2D) (2.5D) 

Multiclass 89.71 91.27 78.43 70.35 

Multilabel 87.27 88.78 77.91 69.88 


Binary class 89.48 91.03 78.22 70.16 
u-RFS 78.51 70.42 


Table 2. DSC results for TC (BraTS dataset) and for GTV (local dataset). 


DISCUSSION AND CONCLUSIONS 


The results presented in this work show that 2.5D models 
outperform 2D models for the segmentation of GBM 

on the BraTS dataset. This is because of the additional 
information provided by the imaging data feeding into the 3 
channels used in the model equating to 12 channels in total 
compared to 4 channels used in the 2D model. However, the 
2.5D model did not generalise well when applied to our local 
dataset that included scans with different voxel and matrix 
sizes compared to the BraTS 2021 dataset. 


If only one model will be developed, the RFS method can 
be utilised for the selection of the best method when 
considering only one region. The u-RFS method proved 

to be useful in improving the performance of both 2D and 
2.5D models. The u-RFS can be applied to any DL model to 
increase segmentation results. 
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A Tool for Radiotherapy Plan 
Evaluation Analysis: generalise 
Uniform Ideal Dose (gUIDE) 


In radiotherapy, treatment planning is the process in which the appropriate Keywords: 

dose distribution is planned for a specific patient. However, there is no Radiotherapy, medical physics, 
consensus on what the ‘optimal’ plan should be and on how to measure plan dose distribution, treatment plan 
quality. The purpose of this study was to develop a tool called a ‘generalized evaluation, radiotherapy plan 
Uniform Ideal Dose’ (gUIDE) that produces an ‘ideal’ dose distribution based comparison, machine learning. 
on single patient anatomy and dose prescription. By comparing the clinical 

achieved dose distribution with gUIDE a quantitative measure of plan quality Corresponding author: 

can be derived. gUIDE is based on an exponential function of dose fall-off CagniE@cardiff.ac.uk 


outside the tumor volume. The algorithm does not require any specification 
of the treatment machine but only patient geometry information. gUIDE 
fall-off parameter was properly derived in a simple geometry dose profile. 
Overall, gUIDE showed a lower DVH than the DVH generated using the 
clinical treatment planning system, as it was expected for a baseline ideal 
condition. In the clinical validation, although the statistical test showed 
significant differences between the two groups, overall values were similar 
for all structures between gUIDE and PlanlQ. A baseline dose gUIDE was 
implemented, optimised and evaluated. gUIDE could be accurate enough to 
be used as baseline to help in the plan evaluation process. 
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A Tool for Radiotherapy Plan Evaluation Analysis: 
generalise Uniform Ideal Dose (gUIDE) 


INTRODUCTION 


There are several steps in the radiotherapy process, where 
human actions can bring variability in the quality of the 
delivered treatment. One example lies in contouring 
variations among radiation oncologists in defining organs 
at risk (OARs) and tumour areas (target) on the planning 
CT images of the patient. Concerning medical physicists, 
we can find the most variation in the plan dose distribution 
optimisation process. Treatment plan optimisation 
differences can lead to dosimetrically different plan 
solutions mainly due to differences between planners in 
their skills, dedication, ambition, and in time spent on 
planning. Other steps in the radiotherapy process where 
human action introduces variation are the different 
perceptions of plan quality and the consequent different 
choices of which plan to approve for treatment. There is 
wide variability in the assessment of treatment plan quality 
(defined as the ability of the planners and plans to meet 
the specified goals). Indeed, there is no consensus on what 
the ‘optimal’ plan parameters should be for the different 
treatment sites and on how to measure plan quality 
quantitatively. In Cagni et al. [1], significant variations in 
plan quality evaluation among radiation oncologists and 
medical physicists belonging to the same department was 
found. 


Tools have been previously defined based on physical 

dose distribution, such as dose volume histogram (DVH) 

or dosimetric endpoints. A dose volume histogram (DVH) 
shows what portion of the volume of a structure receives 

a certain amount of dose and is a convenient 2D tool to 
compare two or more treatment plans for the same patient. 
In addition, 1D tools, such as specific dosimetric endpoints, 
such as maximum dose (Dmax) or mean dose (Dmed) 
received to a specific organ are used. 


However, in both 1D and 2D representation, spatial 
information is lost. The process of plan evaluation also 
necessarily involves the visual assessment of a 3D dose 
distribution on patient CT images made by a clinician. 
Since the ideal plan solution for a certain patient is not a 
priori known, traditional clinical methods of evaluation of 
treatment plan have been based on the clinical experience. 


Ahmed et al. [2] use the CT images and DICOM RT structure 
set of the patient to generate a synthetic dose distribution 
based on first principle assumptions and series of energy- 
specific dose-spread calculations. This 3D dose distribution 
is ‘ideal’ and is intentionally unachievable. This tool has 
been implemented in PlaniQ commercial software v2.1 (Sun 
Nuclear Corp., Melbourne, FL). However, the user can only 
visualise and export the 2D and 1D information of this ideal 
dose and not its spatial 3D distribution matrix. 


In this study, we developed a tool called a ‘generalized 
Uniform Ideal DosE’ (gUIDE). This tool produces an ‘ideal’ 
dose distribution based on single patient anatomy and 

dose prescription. gUIDE can be used as a baseline dose in 
clinical plan quality assessment. By comparing the clinical 
dose distribution with our gUIDE dose, we can compute a 
quantitative measure of plan quality. The novelty of gUIDE 
is its simple formulation designed to be easily built for every 
patient and used as baseline to improve the robustness of 
treatment plan comparison. 


MATERIALS AND METHODS 


gUIDE tool 

This tool was implemented using Matlab version R2020b 
(Mathworks, Natick,USA). The process of the gUIDE 
computation is composed of three steps and it is described 
in Fig. 1. 


D _ freemen rar voxel € e 
initial“ (0, for voxels ¢ the target(s) 


Y 
i 3. gUIDE computation i 


Dout-target 
= max( Dprescription,i : (a +(1-a) exp(—b(x = Xres)))) 


Fig. 1. The process of gUIDE creation. 


The algorithm does not require any specification of the 
treatment machine or beam energy. The inputs needed 
for the gUIDE tool to generate the dose distribution are 
the CT simulation scan volume, the structure sets (OARs 
and tumour volumes), the dose prescription levels and the 
clinical treatment planning system (TPS) dose grid spatial 
resolution. 


The starting point for gUIDE is the specification of target 
volume(s) and their prescription(s) together with calculation 
parameters on patient CT. The initial version of the ideal 
dose is a basic 3D dose grid (with the user specified 
resolution parameters) which provides 100% coverage of 
each of the target volumes with its associated prescribed 
dose. As the PTV is initially specified in the coordinates 

and the resolution space of the CT simulation scan, an 
interpolation of the mask (PTV contours) is carried out to 
map the mask in the 3D dose grid space. Then the dose grid 
points [x,y,z] corresponding to the voxels of the dose matrix, 
are assigned a dose value. In this first step, the dose values 
are assigned following a simple binary target coverage grid: 


ñ E “a for voxels € the n (1) 
initial = (o, for voxels ¢ the target(s) 


After this, the algorithm assigns the dose to the non-target 
voxels. This is achieved by creating successive expansions 
of the target in an iterative process: the dimension of the 
expansion margins used in every iteration is equal to the 
highest dose grid resolution. Then, the voxels inside the 
expansion are given the prescribed target dose, multiplied 
by a negative exponential factor depending on the distance 
of the specific expansion with respect to the target, 
following this relationship: 


Dout = Dp . (a + el E a) exp(—b(x = Xres))) (2) 


Where, D,,, is the dose assigned to every voxel inside the 
nth expansion, D, is the target prescription for that sub- 
dose; ais the plateau parameter describing the minimum 
percentage of dose showing in the 3D dose map; as our 
ideal dose needed to be as low as possible, this parameter 
was set to 0.01; b is the fall-off parameter, determining 

the steepness of the dose descent; X,,, is the dose grid 
resolution, set equal to the maximum resolution of the map 
(in this work, 3 mm); x is the distance from the target for that 
specific expansion which is computed by x=i, Xe» where i is 
the number of the iteration. 


The rationale behind equation (2) formulation was based 

on the Eclipse Treatment Planning System (Varian Medical 
Systems, CA), normal tissue objective (NTO) definition, 

used to decrease the dose outside target region during the 
optimisation [3]. In the presence of multiple targets, the 
final gUIDE is composed of the maximum values among all 
gUIDE sub-doses. The resulting dose derived from the above 
formula is thus composed of dose steps as it is a collection 
of isodoses decreasing exponentially with their distance 
from the target. 


Tuning setup and validation strategy 

gUIDE dose descent is parametrized with a fall-of variable, 
which needs to be tuned. We devised a tuning and 
validation setup using virtual CT scans of a cylindrical 
phantom with water density. We employed two model 
geometries, shown in Fig. 2. In both configurations, the 
centres of the targets were placed at the centre of the 
phantom with the OAR placed next to the target. We studied 
two possible configurations: the first one (conf. A) where 
the PTV (i.e. the target) was comprised of a cylinder with 

a diameter of 8 cm, with a cylindrical OAR next to it with 

a diameter of 4 cm. The OAR was placed tangential to the 
target’s surface as we wanted to explore how steep the 
dose descent would be if the system’s priority forced it to a 
single direction. The second setting (conf. B) had a similar 
geometry, with a cylindrical PTV with a diameter of 5 cm, 
with a cylindrical OAR next to it with a diameter of 3 cm. We 
thought these two configurations were enough to be able 
to properly model the dimensions of PTVs and OARs typical 
of a H&N site; for other sites, different configuration setups 
to tune the dose descend parameters might need to be 
configured (i.e. a different target site with different OARs for 
sites like breast). 


Fig. 2. Configuration A (a) and configuration B (b) used in the model 
tuning and validation. 


Two treatment plans were generated on the two 
configurations. The dose prescription in these model 
geometries were 2 Gy to be delivered to the conf. A and 
conf. B PTVs. The optimization objectives, carried out in the 


aforementioned TPS, were the same for both configurations. 


The aim in this plan was to ensure near-perfect conformity 
of the prescription dose on the target and a dose 
homogeneity within +10%. For the OAR, the goal was to 
make the mean dose as low as possible. After the final dose 
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calculation was completed, we extracted the dose profiles 
taken in the perpendicular direction passing in the middle 
of the OAR (and starting from the target). Then, we fitted the 
resulting dose profiles using an exponential function having 
the same form and parameters as the one described in Eq. 2. 


The steepest dose profiles were then recorded and fitted 
using the gUIDE equation, parametrized with the fall-off 
parameter (b) and the plateau parameter (a). However, as 
the plateau parameter takes into consideration the low- 
gradient effects which we are not interested in modelling, 
we did not use it in our fit. In fact, only the fall-off parameter 
of the Eq. 2, used in the dose descent in gUIDE, was used 

in our tuning strategy. Said parameter was set as the mean 
among the values found from every analyzed configuration. 


gUIDE computation for clinical case 

Our gUIDE was used on 15 clinical head and neck cancer 
patient datasets to extract their ideal dose distribution. 

To assess the feasibility of our results, gUIDE doses were 
compared with a “benchmark” ideal dose, generated by 

a commercial tool, planiQ (Sun Nuclear Corp, Melburne, 
FL). PlanIQ allows the user to create a feasibility DVH 
(fDVH), introduced by Ahmed et al. [2], able to generate 

a synthetic feasible ideal DVH for a given patient, using a 
similar approach of gUIDE. For the purpose of our future 
applications and based on the considerations reported in 
the introduction section, 3D dose distribution is mandatory 
for our study, thus necessitating the implementation of an 
independent system. Our comparison with the benchmark 
was performed for spinal cord, brainstem, left and right 
parotids, oral cavity, mandible, oesophagus and larynx. 


RESULTS 


gUIDE tuning setup 

In Fig. 3, a horizontal dose profile, passing through 

the middle of the PTV and OAR associated with the 2 
configurations described in Fig.2 are reported. The graph 
can be divided in two parts. The first one (above the black 
line, shaded in orange) concerns the doses over 0.4 Gy, i.e. 
20% of the maximum value (2 Gy in this case) is the part of 
the graph which was used in the fit and in the validation, 
as it describes the fall-off parameter. The other part of the 
graph simply shows that, for lower doses, the gUIDE differs 
from the experimental data, but it is expected as in the 
gUIDE modelling, the low gradient effects [2] were not taken 
into consideration. The fits exhibited a mean R2 >0.98+0.01 
and the final fall-off parameter was set as b=1.9. 
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Fig. 3: Results from the fall-off parameter tuning. 


A Tool for Radiotherapy Plan Evaluation Analysis: 
generalise Uniform Ideal Dose (gUIDE) 
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Fig. 4. Dose distributions from two examples of the dose calculation in 
configuration A and B. The red arrow shows the direction the dose profile 
was taken for the tuning of the gUIDE fall-off parameter. 


Fig. 4 shows for configuration A (PTV=8 cm), the obtained 
DVHs related to the two involved structures. As expected, 
the PTV DVH for the gUIDE is a step function where all 

the prescription dose is delivered to the PTV, while the 

OAR DVH is composed of steps as a result of the isodoses 
with descending values implementation. The PTV DVH of 
configuration A cannot reach the step function given to the 
gUIDE, by definition. Regarding the OAR DVHs, it is expected 
that the gUIDE would be lower as the tuning was performed 
using the steepest one-dimensional dose descent in the OAR 
while in the real dose distribution the OARs receive the sum 
of various profile contributions. 


gUIDE validation for clinical cases 

In the comparison between gUIDE and planIQ clinical cases, 
the median DVHs for both cases, together with their 10-90 
percentiles are shown in Fig. 5. Overall, the results are quite 
similar, even if for some OARs the differences between the 
two methods are more evident, such as larynx. However, 
the paired two-sided Wilcoxon signed rank test on the mean 
doses of all 8 OARs considered in the comparison (area 
under the DVH curve) showed different median values for 
the two DVH sets, with a p-value << 0.05. 


brainstem spinal cord 


Š 


volume difference [%] 
volume difference [%] 
8 


volume difference [%] 
volume difference [%] 


0 20 40 60 80 


dose [Gy] 

A Fio = mandible 

r ry 

3 8 

È 4 

H $ 

È 2 50 

5 3 

o o 

E E 

2 2 m 

9 9 0 

”. >” 0 20 40 60 80 
dose [Gy] 

g z 100 larynx 

g g 

3 li] 

4 4 

g g 

g5 g5 

k 3 

o o 

4 E 

5 5 

$ o0 $ o0 

> 0 20 40 60 80 am) 20 40 60 80 

dose [Gy] dose [Gy] 


— PlaniQ median value —— gUIDE median value PlanlQ 10-90% percentiles QUIDE 10-90% percentiles 
Fig. 5. PlaniQ and gUIDE DVHs difference for principal OARs structure in 


term median DVHs for the 15 patients with 10-90% percentiles. 


Fig. 6 shows this comparison in terms of boxplots 
commercial PlanIQ (upper panel) and gUIDE (lower panel) 
mean dose values. Although the statistical test showed 
significant difference between the two groups, overall 
values are quite similar for all OARs in the two approaches. 
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Fig. 6. Boxplots of planIQ and gUIDE DVH area under the curve 
distribution sorted by OAR. For each box, the central mark represents the 
median value, while the bottom and top edges of the box are the 25th 
and 75th percentiles over 15 patients, respectively. 


DISCUSSION 


In this study an ideal dose, called gUIDE was developed. 
gUIDE was optimised in a simple geometrical situation and 
tested on data from a cohort of 15 head and neck cancer 
patients, through a comparison with a commercial software 
system. 


As the process of evaluation also necessarily involves the 
visual assessment of a 3D dose distribution, it was thought 
that the computation of a ‘baseline dose’, which is not 
attainable but represents the closest option to the ideal (but 
physically impossible) situation, could help improve the 
modelling of the evaluation process. The best achievable 
dose to specific anatomic regions was not known a -priori 
by the automatic planning system or the evaluation. 

gUIDE considers the unique patient anatomy and how that 
plays a significant role in the best achievable doses. The 
comparison of these theoretical and synthetic (but patient- 
specific limits) could give more insight into the evaluation 
process and could help in highlighting the different personal 
preferences that observers could employ when evaluating 

a plan. One key aspect of this study was the very simple 
formulation of gUIDE, that make it easy to implement and 
use ina Clinical practice. gUIDE formulation presents some 
limitations because the low-gradient effect, which affects 
the lower dose is not considered. Nevertheless, gUIDE does 
not represent a physically achievable dose, but it is intended 
to be used as a baseline for actual dose distributions 
comparison. 


By using this ideal dose, based on the anatomy of a single 
patient, together with the dosimetric features (1D endpoints 


10 Proceedings of the Cardiff University 
Engineering Research Conference 2023 


and 2D DVH metrics) belonging to the different plans 

(which are strongly influenced by each patient’s unique 
anatomy), the behavioural patterns of the evaluators during 
the scoring process can be investigated using machine 
learning (ML) techniques. gUIDE could provide partial but 
fundamental information about the quality of obtained dose 
distributions in different patient anatomies and geometries. 


In an on-going study, due to the limited number of samples 
(treatment plans) to model for the clinical set of patients 
considered in the application, gUIDE has been applied to 
improve the information of the dataset without adding 
features for ML classification. Preliminary results of this on- 
going study showed that the ML approach using gUIDE gives 
more complete information in comparison to the use of the 
ML tool without any patient’s anatomy and dose distribution 
information. Results of this application are currently under 
further study. 


CONCLUSIONS 


In this study, a baseline dose gUIDE was implemented, 
optimised and evaluated. From our results, gUIDE could be 
accurate enough to be used as baseline to help in the plan 
evaluation process. 


Further applications of gUIDE include using it in the ML 

tool to investigate the process of plan quality assesment 
among several evaluators in a limited dataset of plans. This 
could be the basis of useful information for a departmental- 
wide discussion to improve the consistency of plan quality 
assessment. 
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ENGINEERING FOR HEALTH 


Investigating the Feasibility 
of MRI Auto-segmentation for 
Image Guided Brachytherapy 


A feasibility study has been performed to investigate the viability of applying 
auto-segmentation methods to the delineation of regions of interest (ROIs) in 
the treatment of cervical cancer using Image Guided Brachytherapy (IGBT). 
The introduction of auto-segmentation in IGBT aims to improve outlining 
consistency while improving patient experience by reducing the time taken to 
plan treatments. An anonymised database of MRI images and corresponding 
clinical ROI outlines was curated, categorised by brachytherapy treatment 
applicator type. This database was then used to train and test an auto- 
segmentation model to contour the Bladder using three established 
algorithms, U-Net, SegNet and PSPNet. Quantitatively the U-Net model was 
found to produce contours geometrically closest to the original manual 
contours with a mean Dice Similarity Coefficient (DSC) of 0.942 compared 

to 0.919 and 0.879 for SegNet and PSPNet respectively and a mean Mean 
Distance to Agreement (mDTA) value of 0.46mm compared to 0.66mm and 
0.89mm for SegNet and PSPNet. Visual assessment of the resulting contours 
demonstrated good agreement for the U-Net and SegNet produced outlines, 
particularly in the region of clinical significance, with greater variations seen 
at the extremities of the contour. In conclusion this feasibility study has 
shown that auto-segmentation methods can be applied to MRI IGBT contour 
delineation with a method established to facilitate further investigations in 
the application to all clinical ROIs and brachytherapy applicator types. 
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INTRODUCTION 


Manual contouring of organs at risk (OARs) and target 
volumes is standard practice for radiotherapy treatment 
planning at most clinical centres [1, 2]. Manual delineation 
is time consuming, subjective and cumbersome, with its 
ease dependent on the efficiency of the contouring tools 
available [3, 4]. This manual contouring is a significant 
source of variability within the treatment planning process 
due to inter or intra-observer variations [1, 2, 5, 6]. 


Brachytherapy is a radiotherapy treatment that uses 

sealed radioactive sources to treat cancers by placing the 
sources close to, or within the tumour. This allows a high 
radiation dose to be delivered to the tumour, and reduces 
the dose received by the surrounding healthy tissues when 
compared to conventional external beam radiotherapy 
(EBRT) [7, 8]. At Velindre Cancer Centre the Image Guided 
Brachytherapy (IGBT) process for cervical cancer uses an MR 
safe intracavitary Venezia applicator (Elekta AB, Sweden). 
The Venezia applicator comprises an Intrauterine Tube (IUT) 
and two Lunar Ovoids. The IUT is inserted into the patient’s 
uterus through the cervix under ultrasound image guidance 
and the lunar ovoids are positioned within the vagina, flush 
against the cervix. 


Our current clinical brachytherapy planning process, 

from Magnetic Resonance Imaging (MRI) to treatment, 
typically takes two to three hours. One of the more time 
consuming aspects is the outlining of the tumour and OARs 
on the MRI images, locally taking on average 55 minutes 

[2, 4]. As brachytherapy utilises the inverse square law the 
dose falloff from a source results in steep dose gradients 
across surrounding OARs. Therefore a slight difference in 
target volume outlining can have significant impact on 
surrounding OAR toxicity or tumour coverage [9]. 


IGBT for cervical cancer has advanced to planning on MRI 
datasets alone, with no CT necessary due to the lack of 
requirement for electron density information [10]. Although 
MRI images have significantly improved soft tissue contrast 
compared to CT images they are also subject to increased 
variability across image acquisitions which causes auto- 
segmentation challenges [2]. There was little evidence 
found in the literature of the use of auto-segmentation for 
brachytherapy, particularly for gynaecological cancers with 
MRI. 


MATERIALS AND METHODS 


IGBT with paraxial MRI started at Velindre Cancer Centre in 
late 2014 with over 160 patients treated since then, totalling 
over 460 outlined image sets. Since 2014 we have used a 
varying range of brachytherapy treatment applicators by 
which the image sets have been categorised. The applicator 
type chosen for clinical insertion can be dependent on 
disease location and/or patient anatomy. The anonymised 
outlined MRI image sets were used to establish a ‘gold 
standard’ database on which to train and develop the auto- 
segmentation solution. 


The clinical MRI dataset is in the form of DICOM image files 
and DICOM RSTRUCT files which store the outlined regions 
of interest (ROIs). For cervical cancer IGBT these are the 
target volumes of Cervix, Gross Tumour Volume (GTV) and 
the High Risk Clinical Target Volume (HR-CTV), which is 
created as a union of the GTV and Cervix. The OARs outlined 
are the Bladder, Bowel and Rectum. Once collated, the 

ROI naming convention standardised and the datasets 
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anonymised these were converted from DICOM files to NIfTI 
files and subsequently into PNG image files and masks for 
each ROI. 


Existing python code for a range of established auto- 
segmentation algorithms, including SegNet, Unet and 
PSPnet, was then adapted to suit this database including 
image orientation and required number of ROls [11, 12]. 

The database was split into training and testing subsections 
with 90% for training and 10% for testing. For this proof of 
concept stage the model was primarily trained and tested on 
the bladder as this is typically the most well defined of these 
ROls with greatest contrast at the organ boundaries. 


In this feasibility study the Venezia applicator database 
was used for the training of each of the auto-segmentation 
models as this was both the largest dataset and the current 
clinical applicator set used for the majority of patients. 
The results will later be tested on the Multi-Channel 
Vaginal Applicator (MCVA) dataset to test if the trained 
model is independent of applicator or needs to be trained 
per applicator type. As the applicators are inserted into 
the patient they have the potential to deform the ROIs 

and therefore it may be that the trained model is not 
transferrable between database subsets. 


RESULTS 


For the bladder there was greater than 2000 PNG image files 
in the Venezia Applicator dataset. This is equal to each slice 
with a bladder outline defined on the 104 clinical patient 
MRI scans. In the 10% testing subset a total of 217 slices 
were output which equated to 10 full bladder ROI contours. 


The Dice Similarity Coefficient (DSC) results and mean 
Distance to Agreement (mDTA) for each of the 10 patients 
for the SegNet, U-Net and PSPNet auto-segmentation 
models are outlined in Tables 1 and 2 respectively. The DSCs 
were calculated using Eq. 1 where 4 and B represent the 
two contour sets, the resulting auto-segmentation model 
contour and the original manual clinical contour, where 

|A A B| is equivalent to the intersection of the contour sets. 
For DSC, a measure of overlap, a value of 0 indicates no 
overlap between the contours and 1 is a perfect overlap. 
The distance to agreement (DTA) is defined as the shortest 
distance from a point on the surface of one contour (A) to 
the surface of another (B). The Mean distance to agreement 
(mDTA) is the mean of all the DTA distances, where the 
smaller the mDTA the greater the similarity between the two 
contour sets. 


2 x |ANB| 
|AI+1B| 


It can be seen that the DSC values ranged from 0.849 to 
0.955 across all model types with the greatest mean DSC for 
U-Net (0.942, range: 0.924-0.955), then SegNet (0.919, range: 
0.877-0.940) and lastly PSPNet (0.879, range: 0.902-0.849). 
Similarly the U-Net model was found to produce the lowest 
mean mDTA value, 0.456mm, compared to 0.662mm for 
Segnet and 0.894 for PSPNet. 


(1) DSC = 
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Patient Auto-Segmentation Model 
SegNet U-Net PSPNet 

1 0.917 0.942 0.863 
2 0.909 0.924 0.890 
3 0.930 0.936 0.883 
4 0.924 0.948 0.862 
5 0.877 0.953 0.882 
6 0.938 0.946 0.902 
TA 0.940 0.955 0.902 
8 0.903 0.926 0.849 
9 0.928 0.946 0.866 
10 0.928 0.940 0.892 
Mean 0.919 0.942 0.879 


Table 1: DSC values for Bladder ROIs 


Segmentation models 


or the three different Auto- 


Patient Auto-Segmentation Model 
SegNet U-Net PSPNet 

1 0.691 0.476 1.049 
2 0.617 0.500 0.756 
3 0.467 0.477 0.807 
4 0.509 0.432 0.906 
5 1.822 0.740 1.480 
6 0.377 0.330 0.610 
T 0.487 0.345 0.727 
8 0.608 0.474 0.944 
9 0.485 0.339 0.839 
10 0.562 0.443 0.820 
Mean 0.662 0.456 0.894 


Table 2: mDTA values (mm) for Bladder ROls for the three different Auto- 
Segmentation models. 


Output files were initially produced as PNG mask files. 

These were converted to DICOM RT structure files containing 
each auto-segmentation model contour as well as the 
original clinical Bladder outline. The resulting structure 

files were then viewed in the clinical treatment planning 
system, Oncentra Brachy (Elekta AB, Sweden), overlaid on 
the original MRI images. Fig.2a & Fig.2b show the axial and 
sagittal views respectively of the bladder contours for the 
clinical and three subsequent auto-segmentation models for 
patient two. As well as having the lowest mean DSC values 
the produced PSPNet contours were visually assessed, by 

a clinical scientist authorised in IGBT OAR review and plan 
checking, to be clinically unsuitable due to the pixelated 
nature of the generated outlines. 
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Fig. 1: Axial Bladder slices for the Clinical (Blue) and SegNet (Red), U-Net 
(Green) and PSPNet (Yellow) auto-segmentation models for Patient 2. 


Both the SegNet and U-Net generated contours were noted 
to be clinically acceptable for the majority of axial slices, 
particularly in the mid region of the ROI. However, greater 
differences were seen compared to the clinical contours at 
both the superior and inferior extremities of the volume, 
particularly at the superior aspect of the bladder. It can be 
seen in Fig.2b that both the SegNet and U-Net contours have 
failed to outline the apex aspect of the bladder which is 
raised due to the presence of the catheter tube. The SegNet 
contour, seen in Red, has also inadvertently outlined some 
regions of bowel superior to the bladder. For Brachytherapy 
this may not be clinically significant as the doses reported 
to the bladder are the highest dose to 2cc (D2cc), and are 
therefore in the region closet to the treatment applicators 
within the uterus, typically adjacent to the mid-section of 
the bladder. 


Fig. 2: Sagittal Bladder slices for the Clinical (Blue) and SegNet (Red), 
U-Net (Green) and PSPNet (Yellow) auto-segmentation models for 
Patient 2. 
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DISCUSSION 


At this stage preliminary results have shown the possibility 
to utilise auto-segmentation methods for MRI IGBT cervical 
cancer treatments. The results have shown that bladder 
outlines of an acceptable clinical standard in the high dose 
region can be produced. For this ROI the U-Net and SegNet 
auto-segmentation algorithms have shown promise and it is 
anticipated further refinement of the algorithm training will 
see greater accuracy in the subsequent contours. 


This feasibility study has produced a collated database of 
anonymised IGBT MRI images with standardised ROI naming 
and a consistent MRI protocol, categorised by brachytherapy 
applicator type. Although initial results are limited to one 
ROI a method of data processing, auto-segmentation model 
training and testing has been established which can now be 
expanded to include all relevant ROIs and applicator types. 


The aim of implementing auto-segmentation into the 
clinical environment is to both reduce manual outlining 
variability while also reducing the time taken to produce 
clinically acceptable contours. This envisioned efficiency 
aims to improve patient experience by reducing the time 
the patient has to wait on the ward, with the applicators 
inserted and unable to move, while the treatment is 
planned. Increased consistency in outlining by minimising 
human variation will consequently increase the accuracy 
and consistency of dose reporting. The auto-segmented 
contours, such as those produced in this feasibility study, 
could with minor manual adaptions still lead to significant 
time savings in the IGBT clinical pathway. 


Auto-segmented contouring quality can be quantified 
in both spatial accuracy and dose calculation accuracy, 
with each highly dependent on the other [2]. Although 
spatial accuracy is primarily evaluated in the literature 
and in this feasibility study to date uncertainties in patient 
and applicator positioning and anatomical changes 
may mean that deviations in contours spatially may not 
have the anticipated outcome on dose distributions and 
consequently treatment efficacy [2]. Dose assessments 
to understand the clinical significance in any outlining 
variations will further inform algorithm requirements. 
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Bottom-up, chemically formed synthetic cells are usually imaged by optical 
microscopy, and the cell sizes and shapes are mostly estimated from acquired 
2D images. The three-dimensional (3D) structures of a compartmentalised 
synthetic cell can be analysed by axially stacking 2D images, typically by 
using a high-resolution imaging systems, such as laser confocal scanning 
microscopy and light sheet microscopy. However, these techniques require 
the synthetic cell to be labelled with fluorescent tags, and have performance 
limits such as being restricted to volumes less than (approximately) 200 

uum3. Here, we present the label-free, 3D imaging of soft, free-standing, 
multicompartment synthetic cell using optical coherence tomography (OCT). 
The volumes of sub-cellular compartments within individual synthetic cells 
can be obtained via OCT imaging measurement. The spatial arrangements of 
the compartments and their contact angle information can be illustrated and 
measured, respectively. This approach provides a new method to evaluate 
multiphase soft materials spanning the range of micrometres to millimetres, 
towards the optimisation of synthetic cell construction for novel biomimetic 
material development. 
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INTRODUCTION 


One goal of synthetic biology is to apply engineering 
principles to devise new biological devices and artificial 
biological systems [1]. Bottom-up synthetic cells can be 
formed from water-in-oil emulsion templates and fabricated 
as soft microcapsules using microfluidic approaches 

[2,3]. Such constructs can encapsulate cellular metabolic 
reactions and biological processes, to mimic natural cell 
functionalities, controlled with well-organised, fluidic, 
cellular compartments [4-6]. This paves the way to develop 
next-generation biotechnology tools and novel biomimetic 
materials, for new pharmaceutical and healthcare 
applications [7,8]. 


The imaging of synthetic cells and other droplet-based 
materials are typically undertaken using a fluorescent 
imaging system, such as laser confocal scanning 
microscopy, total internal reflection fluorescence 
microscopy and light sheet microscopy [9,10]. These 

are widely applied in biophysics studies to determine 
artificial membrane properties, identify intercellular 
communications through reconstituted protein channels, 
and monitor the process of cell-free synthesis in droplet 
networks. Optical coherence tomography (OCT) provides 

a non-invasive, label free, and rapid imaging method for 
soft tissues, affording spatial resolution of 10 um or less in 
three dimensions and has been widely applied in medicine, 
including ophthalmology, dermatology and dentistry 
[11-13]. In OCT, a light source is directed onto samples, and 
the time delay and intensity of the reflected light are used 
to construct a high-resolution image of the specimen. Here, 
we report the use of an OCT system to measure emulsion- 
based synthetic cells (Fig. 1) for the first time. The structural 
information of individual synthetic cells can be acquired 
efficiently without using additional water, or lipid soluble 
fluorescent dyes or fluorescently tagged biomolecules, such 
as proteins, peptides or oligonucleotides. It is also possible 
to use OCT systems for mapping tissue-like architectures 
made from synthetic cells, hence providing a cost-effective 
imaging tool for engineered compartmentalised soft 
structures. 


OCT laser emitter and 
detector 


soft synthetic cell construct 


Fig. 1. Schematic of using optical coherence tomography (OCT) system to 
image a soft synthetic cell construct. The time delay and intensity of the 
reflected light are used to construct 3D images. 
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MATERIALS AND METHODS 


OCT (VivoSight System, Michelson Diagnostics, UK) system 
was used to take axial images of synthetic cells. Synthetic 
cells were produced using 3D-printed microfluidic devices. 
Microfluidic device fabrication, chemical protocols and 
experiment setup can be found in our previous publications 
[6,14]. An example of multicompartment synthetic cell is 
shown in Fig. 2, which fluorescent image was taken using 

a EVOS M7000 microscope (Invitrogen). During the OCT 
imaging, synthetic cells were transferred onto a microscope 
glass slide, which was in turn placed on the imaging 
platform. The moving platform was adjusted to focus the 
microscope objective on the samples by tuning its z-axis 
dial. An area of 6 mm2 was scanned at 500 FPS with a4 um 
step size. Image processing was carried out using ImageJ 
Fiji, for the visualisation of orthogonal views and 3D image 
reconstruction of the synthetic cells. 


Fig. 2. Example of water (green)-in-oil-in- hydrogel synthetic cell. 
Scale bar = 500 um. 


RESULTS AND DISCUSSION 


Free-standing, multicompartment synthetic cell capsules 
were made from water-in-oil-in-hydrogel-in oil complex 
emulsions (Fig. 2). The alginate shell hosts the fragile lipid- 
segregated droplet interface bilayer network inside [4], 
and provides the mechanical stability by virtue of which 
the synthetic cells can be manipulated and transported. 
The orthogonal views and z-projected image of an example 
synthetic cell is shown in Fig. 3. These orthogonal views 
can be used to extract data like the diameter of different 
compartments, and the contact angles of the droplet 
interface bilayers, informing on membrane forces. As 
shown in Fig. 4, 12 contact angle measurement can be 
implemented from a synthetic cell with a droplet network 
containing three compartments from a single OCT image, 
while with conventional 2D fluorescent imaging, this 
would be limited to 2 to 4 contact angle measurements, 
depending on the imaging orientation. These contact 
angle measurements can be used for non-destructive 
investigation of the artificial membrane properties inside 
synthetic cells. Regulation of membrane contact angle can 
be used to determine packing order [15], and therefore 
droplet network connectivity and function [16]. 


The volume of the three aqueous cores was calculated 

to be approximately 6, 7 and 8 nL, by utilizing the high 
contrast axial images, as shown in Fig. 5. This was achieved 
by measuring the area of each core at every axial scan and 
multiplying the sum of the area with the step resolution (4 
um). The thickest and the thinnest regions of the hydrogel 
shell layer can also be evaluated. The average hydrogel 
shell thickness (measured from all orthogonal views) of an 
individual artificial cell was estimated to be 340 um +31 um 
for the thickest, and 37 um + 3 um for the thinnest in Fig. 5. 


Label-free Volumetric Imaging of Synthetic Cell 
Chassis using Optical Coherence Tomography 


Fig. 3. Orthogonal views and z-projection of a synthetic cell imaged by 
OCT (with false 16-colour LUT). 


Fig. 4. OCT orthogonal views of a 3-core synthetic cell with 12 annotated 
contact angle values. 
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3D reconstructed image 


Fig. 5. 3D volumetric measurements of synthetic cell compartments of 
Fig. 4. The volumes of the three water compartments, highlighted by 
orange arrows, were calculated as 6, 7 and 8 nL. 


Moreover, the capsule diameters can be measured from 
each orthogonal view (or from any desired angle of view) 

to identify the exact location of the compartment in three 
dimensions (3D). For example, the 3D central position (p3D) 
of the oil core (within which the aqueous droplet network 
in Fig. 5 is contained) was expressed as P3,(centre) = 0.62x 
+0.66y+0.42z, by measuring the diameter of the synthetic 
cell outer shell in every axis (@x = 1.135 mm, ey = 1.150 mm, 
az = 1.045 mm), considering the bottom left corner as the 
origin (x,y,z) = (0,0,0) (Fig. 6). Therefore, the approximate 
3D structure of the synthetic cell can be mathematically 
reconstructed, providing numerical models for structural 
optimisation [17], and behavioural simulations [18], using 
COMSOL Multiphysics software. 


Z Pop= 0.62x + 0.42z 


1.05 mm 
Zz Pop = 0.66y + 0.42z 
1.13 mm ® 
(0.0) 716 mm Y 


1.04 mm 


P3p = 0.62x + 0.66y + 0.42z 


Fig. 6. Three-dimensional positions of sub-cellular oil compartment 
within the synthetic cell can be calculated as P3D, from the OCT imaging 
data of (i) front, (ii) side, and (iii) bottom. 
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In addition, the total imaging volume of the OCT system is 
sufficient to image large, tissue-like structures comprised 

of multiple artificial cells, that are not easily amenable to 
confocal microscopy imaging. As such, OCT is a suitable 
tool for the rapid scanning and mapping of 3D-printed 
superstructures of hybrid materials [19], for our research in 
the development and programming of functional synthetic 
tissues. 


CONCLUSIONS 


Optical coherence tomography can be utilised for label-free 
imaging of 3D architectures of bottom-up synthetic cells, 
and droplet-based soft materials. Volumetric information, 
spatial arrangements, and contact angles between sub- 
cellular compartments can be obtained from the OCT 
imaging data to assist the optimisation of synthetic cell 
fabrication. 
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Accurate patient prognosis is important to provide an effective treatment plan Keywords: 
for Glioblastoma (GBM) patients. Radiomics analysis extracts quantitative Glioblastoma, radiomics, brain 
features from medical images. Such features can be used to build models tumour, overall survival. 


to support medical decisions for diagnosis, prognosis, and therapeutic 

response. The progress of radiomics analysis is continuously improving. The 

aim of this research is to extract standardised radiomic features from MRI 

scans of GBM patients, perform feature selection, and compare radiomic- Corresponding author: 
based risk score (RRS) and machine learning (ML) approaches for the risk DumanA@cardiff.ac.uk 
stratification of GBM patients. We have also tested the generalisability of these 

models which is crucial for clinical implementation. Our work demonstrates 

that a stratification model based on logistic regression generalised better 

than the RRS method when applied to new unseen datasets. 
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INTRODUCTION 


Glioblastoma (GBM) is a malignant and lethal brain tumour 
[1]. Grade IV gliomas exhibit the highest level of aggression 
and rapid progression. After initial diagnosis, the median 
survival time for GBM patients is 15 months [2]. The poor 
prognosis for GBM can be related to genetic heterogeneity 
between patients and at intratumor level [3]. 


In clinical practice, brain tumours are evaluated for their 
diagnosis and prognosis by utilising magnetic resonance 
imaging (MRI) techniques. The location of tumours 

is detected in three dimensions via non-invasive MRI 
technology. In contrast to X-ray and CT imaging, MRI gives 
high resolution with better soft tissue contrast without the 
use of ionising radiation [4]. 


Biopsies are an invasive procedure to diagnose, grade 

and characterise brain tumours [5]. Due to having genetic 
differences in sub-regions of a tumour, biopsies can provide 
only limited information with a sample of small section from 
tumour tissue [6]. Other assessment methods including 
quantitative image analysis, which is non-invasive and 
evaluate the entire tumour tissue, can support biopsy as 
additional assessment. Image analysis utilising radiomics 
features has the potential to replace biopsies when they are 
infeasible or risky [7]. 


Radiomics analysis is a rapidly growing field of medical 
imaging involving the extraction of large amounts of 
quantitative data from medical images [8], [9]. This 
approach seeks to reveal hidden patterns and features 
that are imperceptible by the naked eye in order to provide 
patients with more personalised and precise care. To 
extract radiomic features from medical images, radiomics 
analysis employs advanced image processing techniques 
that can characterise tumour heterogeneity [10] and 
microenvironment [11]. Radiomic imaging features can be 
then used to train a model to stratify patients in different 
risk groups. This is achieved using statistical methods 

and machine learning (ML) techniques as outlined in the 
literature [9]. 


N. Beig et al. proposed a Radiomics-based Risk Score (RRS) 
for GBM tumour habitat [12]. However, a comparison with 
alternative methods including machine learning (ML) 
approaches was not performed. In this work, we investigate 
the best model to risk-stratify GBM patients including RRS, 
and a range of ML approaches applied to a large dataset of 
clinical MRI images and clinically defined contours. 


MATERIALS AND METHODS 


In this research we used two GBM datasets: (1) the publicly 
available BraTS 2020 including 236 cases [13]-[15] and (2) a 
local dataset STORM_GLIO including 53 eligible cases. Both 
datasets included overall survival (OS) information. The MRI 
sequences included in the datasets were: T1-weighted (T1), 
T1-weighted contrast-enhanced (T1ce), T2 weighted (T2), 
and T2 Fluid attenuated inversion recovery (T2-FLAIR). All 
scans included in the STORM_GLIO dataset were acquired 
between April 2014 - April 2018 in Wales. 


Sixty six percent of the BraTS dataset was used as training 
cohort with the remaining 33% used in the testing cohorts 
together with the STORM_GLIO dataset. Image pre- 
processing techniques similar to those used for the curation 
of the BraTS2020 dataset were implemented in this work. 
They included the following steps: (1) skull stripping, 

which was carried using HD-BET algorithm [16] (2) rigid 
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registration of all sequences was applied to the dataset 
based on Tice modality (3) an intensity normalisation 
algorithm implementing Z-score normalisation was applied 
to all datasets. 


The BraTS2020 challenge [17], included three annotated 
regions: enhancing tumour (ET), tumour core (TC; 
enhancing tumour and necrotic) and whole tumour (WT; 
enhancing tumour, necrotic and edema). On the other hand, 
the STORM_GLIO dataset included Gross Tumour Volume 
(GTV) segmentation which is defined as the gross palpable 
or visible/demonstrable extent and location of malignant 
growth [18]. For the purpose of this study, we considered 
GTV and TC equivalent volumes where to perform radiomics 
analysis in Fig.1. We have demonstrated the equivalence of 
these two volumes in previous work [19]. 


For each patient, 143 imaging features were extracted from 
each scan. The radiomics analysis was performed using 
SPAARC Pipeline for Automated Analysis and Radiomics 
Computing (SPAARC) [20], [21] which is an IBSI compliant 
software package [22] written in MATLAB (The MathWorks, 
Natick USA). 


The study was designed to investigate the ability of 
radiomics features based on MRI scans to risk-stratify 

on GBM patients. The integration of radiomics-based 

risk stratification within the oncology landscape carries 
profound implications for transforming clinical decision- 
making and achieving significant advancements in patient 
outcomes. Radiomic feature selection was carried out using 
the LASSO Cox regression method. Selected features were 
then used on the training cohort to build a stratification 
model. An RRS, was constructed by linearly combining the 
features chosen with LASSO technique within the training 
cohort and multiplying them with their corresponding 
coefficients [12]. The median value of the RRS was used as 
a fixed cut-off for stratifying low-risk and high-risk groups. 
Additionally, we used a range of machine learning (ML) 
techniques to build alternative risk stratification models 
and compared their performance with the RSS model. The 
ML techniques used in this work were: Logistic Regression, 
Support Vector Machine, Decision Tree, Random Forest and 
Neural Networks. For both ML approach and RSS method, 
the precise evaluation of the expected overall survival was 
tested by implementing the Kaplan-Meier (KM) survival 
analysis and log-rank test. The KM curve is a graphical 
representation of the estimated probability of survival 

over time, and it is frequently used in survival analysis to 
evaluate the results of medical research. KM plots were used 
to compare survival times across low-risk and high-risk 
groups on both training and testing cohorts for T1, T1ce, 

T2 and T2-FLAIR modalities. P-values < 0.05 were accepted 
as significant. For ML models, the low-risk and high-risk 
stratification was based on grid search to determine a 
cut-off on overall survival (OS). This method searches the 
optimum cut-off which is OS in month by trying to reach the 
minimum P-value. 


RESULTS 


In Table 1, the performance of the RRS method for all 
available modalities in the datasets is reported. The table 
includes the P-value for tests carried out with both BraTS 
and STOMR_GLIO datasets. The data indicate that the model 
based on the T2 modality provides significantly higher 
performance for risk stratification while its application 
generalises well an unseen dataset (STORM_GLIO). 


Evaluation of Radiomic Analysis over the Comparison 
of Machine Learning Approach and Radiomic Risk 
Score on Glioblastoma 


Fig. 1. Example of A) TC delineation from the BraTS dataset and B) GTV 
delineations from the STORM_GLIO dataset. From top to bottom 
modalities; T1, Tlce, T2 and T2-FLAIR and Reference contour. 


Modality BraTS Testing STORM_GLIO 
T1 0.01 0.22 

Tice 0.14 0.86 

T2 0.0007 0.001 
T2-FLAIR 0.003 0.94 


Table 1. Performance of the RSS method for BraTS and STORM_GLIO 
dataset (P-value < 0.05 is significant). 


Method BraTS Testing | STORM_GLIO 
Testing 

RRS 0.0007 0.001 

Logistic 0.01 5.75x10-5 

Regression 

Decision Tree 0.26 0.91 

Random Forest 0.046 0.002 

Support Vector 0.01 0.0016 

Machine 

Neural Networks | 0.007 0.75 


Table 2. Performance of 
0.05 is significant) 


RRS and ML models for T2 modality (P-value < 
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Fig. 2 shows KM curves of Logistic Regression and RRS 
method for STORM_GLIO dataset. The survival probability 
of RRS remained constant along the X-axis at a value of 

0.2 from 5-month of OS to over 15-month of OS. On the 
other hand, that of Logistic Regression in the same figure 
remained constant at a less value than 0.2 which resulted in 
a significantly better P-value in Table 2. 
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Fig. 2. The KM curve of T2 modality for A) RRS score with a median cut-off 
and B) Logistic Regression (The blue line represents high-risk group and 
the orange line represents low-risk group). 


DISCUSSION 


To the best of our knowledge, this is the first time that 

RRS and ML approaches are compared in their ability to 
risk-stratify on GBM patients. Although the performance of 
ML approaches used in the BraTS dataset was inferior to 
RRS, our results suggest that they can be considered as an 
alternative method for risk stratification based on overall 
survival information. The generalisability of stratification 
models is an important factor for clinical implementations 
and the logistic regression model performed well when 
tested on local MRI scans of GBM. 
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An intra-planner study has been carried out to compare planning choices Keywords: 

among qualified professionals when utilising Pareto-guided automated Pareto optimisation, radiotherapy 
planning (PGAP) navigation. PGAP was used to calibrate planning goal planning, prostate cancer, inter- 
weights of a protocol-based automatic iterative optimisation automated observer variability. 


planning system. Four qualified professionals (Participant A-D) navigated 

solutions for eight prostate seminal vesicle (PSV) patient cases using PGAP. 

Plans were based on an existing clinically approved planning protocol Corresponding author: 
containing seven planning goals (PGs). Three PG weights were navigated per FosterID@cardiffac.uk 
plan (rectum Dmean, bladder Dmean and PTV conformality) with all other 

weights held constant at a value assigned in the original clinically approved 

protocol. Statistically significant differences were observed between 

participants for all PG groups except bladder Dmean. However, dosimetrically 

the PGAP system mitigated the majority of discrepancies in deviations at 

the calibration stage with few statistically significant dose-volume metric 

differences observed, none of which were clinically significant. 
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INTRODUCTION 


Automated planning (AP) is fast becoming the state-of- 
the-art in radiotherapy planning for intensity-modulated 
radiotherapy (IMRT) and volumetric-modulated 
radiotherapy (VMAT) [1, 2, 3] and can be classified into one 
of two categories: knowledge-based planning (KBP) or rules- 
based planning (RBP). KBP uses statistical techniques [4, 2, 
5, 6] and is trained on historical clinical datasets to inform 
planning for novel cases through prediction of optimisation 
objectives [7], dose-volume histograms [8, 9] or voxel-level 
dose [2]. RBP employs logic to converge on a solution. For 
example, a lexicographic ordering that optimises planning 
goals (PGs) in strict sequential order [10, 11, 12] and 
protocol-based automatic iterative optimisation (PBAIO) 
that uses algorithms to automatically adapt planning 
parameters during optimisation. 


Protocol based automatic iterative optimisation (PBAIO) 
uses common protocols for patients within a cancer site. 
This leads to improved quality compared to manual 
planning although may not result in individualised planning. 
The most clinically desirable plans are “Pareto optimal” 
meaning no dosimetric improvements can be made to 
anyone planning goal except at the detriment of another. 
“Pareto guided automated planning” (PGAP) refers to any 
branch of AP that incorporates Pareto navigation as part 

of its functionality and studies suggest such methods have 
may have congruence with oncological preference leading 
to clinically desirable solutions [13, 14, 15]. However, even in 
highly regulated fields such as radiotherapy planning where 
qualified practitioner adhere to strict local and universal 
practices, it is not unreasonable to expect some variance in 
performance. 


This study aims to explore discrepancies in choices made 
by different qualified practitioners when using PGAP built 
on a PBAIO framework known as the Experience Driven 

plan Generation Engine by Velindre Cancer Centre or 
EdgeVcc. Given a PGAP system is used, it is hypothesised 
the interactive and intuitive nature of this approach enables 
observer-relative interpretations of oncological preference. 
Hence, findings of this work will help to determine the 
clinically relevant region of the Pareto front as defined by a 
range of qualified individuals. 


MATERIALS AND METHODS 


All sessions took place between 1 December 2019 and 28 
February 2020 and 4 participants were selected to take part: 


. medical physicist (Participant A) 
° two oncologists (Participant B and D). 
. professional planner (Participant C) 


Participants were fully qualified, highly familiar with the 
prostate seminal vesicles (PSV) treatment site and had 
multiple years of experience. Plan generation with EdgeVcc 
is dependent upon a base site-specific “AutoPlan protocol” 
containing a set of prioritised planning goals (PGs). The PGs 
are prioritised according to assigned weight values defied 
using the Pareto navigation functionality in EdgeVcc. Figure 
1 shows a CT scan of a typical patient including delineated 
regions used during planning. 


The base AutoPlan protocol contains seven PGs and 
had been designed for clinical use and validated prior 
to this study. The weights for PGs 1-3 were navigated by 
participants in this study with all other PG weights held 
constant. PG 1-3 were as following: (1) rectum D 2) 


mean? ( 
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bladder D mean and (3) PTV conformality. Navigated PGs were 
chosen for this study based on preliminary research of PGs 
showing the most significant trade-off relationships. 


Eight PSV patients were randomly chosen for this 
retrospective study. This number of patients was chosen 
because Pareto plan generation is computationally 
expensive and in addition, navigation of large numbers of 
patients can become a time-consuming task for participants 
outside of their clinical duties. This set of patients was 
therefore chosen such that the number of cases was 
considered large enough to observe a sufficient range of 
anatomies but small enough not to become unnecessarily 
time-consuming for participants. 


Observers completed the task in an environment fit for 
clinical planning and had access to the clinical goals defined 
by an oncologist and could interact with the TPS however 
they desired. However, given not all participants were 
familiar with the PGAP system, they were all required to 
complete a practice case before completing the eight study 
cases. The results of the practice case were not considered 
in this study. Resulting plans were compared for difference 
in terms of relative weighting factors and dosimetric 
features and were tested using ANOVA when appropriate 
and a Friedman test otherwise. Sorensen-Dice coefficients 
(DiceC) were also used to describe similarity between 
participant choices. 


Fig. 1. An example sagital plane indicating delineated regions-of-interest 
used during planning. Shown are the external contour (purple), bladder 
(yellow), rectum (brown), high dose PTV (red), low dose PTV (orange). 
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i 2. Relative weights of the three navigated planning goals (rectum 
D mean: Pladder D mean and PTV conformality) and non-navigated planning 
goals (PG 4 and higher). 
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RESULTS 


Weights 

Differences were observed between participants for all PG 
groups except bladder D nean (Figure 2). For rectum D mean the 
highest degree of similarity was observed between B and D 
with a DiceC values 0.884. The PG with the highest degree 

of agreement between participants was bladder D mean: The 
DiceC metric indicates A&C prioritised PTV conformality 
similarly with a values of 0.950. All DiceC values are higher 


than 0.99 for the PG 4 and higher group. 


Dosimetry 
DVH Statistic Participant A Participant C Participant B Participant D 
D,3% (Gy) 57.6+0.3 57.7 +0.2 57.6 +0.3 57.5 + 0.3 
S 
Z Dz (Gy) 61.7+0.1 61.640.1 61.740.1 61.7 +0.1 
a 
cl 0.85 + 0.0 0.82 + 0.02 0.845 + 0.01 0.84 + 0.02 
Das% (Gy) 46.2£0.2 46.4£0.5 46.4 + 0.24 46 + 0.64 
€ 
z Do», (Gy) 59.2+0.2 59.4 + 0.3 59.2+0.1 59.3 + 0.3 
a 
cl 0.82 + 0.02 0.72 + 0.06 0.81 + 0.02 0.77 + 0.04 
Voq,a6y (%) 27.2% + 5.8% 25.3% + 5.2% 28.6% + 5.9% 24.8% + 4.7% 
E 
Z Vs6.sey (%) 5.25% + 1.4% 5.16% + 1.5% 5.32% + 1.5% 4.78% + 1.1% 
& 
D mean (GY) 17.9+2.8 17.0+2.8 18.7 +2.8 16.7 +2.3 
Vao.scy (%) 12.6% + 6.3% 12.9% + 6.7% 12.5% + 6.4% 12.8% + 6.3% 
z 
E Vs6.sey (%) 4.8% + 2.7% 5.1% + 3.0% 4.8% + 2.7% 4.9% + 2.8% 
a 
Dmean (Gy) 15.9464 15.246.2 15.546.7 15.7463 


Table 1. Summary of key dose metrics. Values shown are mean 
+1 standard deviation and statistical difference at the 95% level of 
significance indicated in boldface. 


As reported in Table 1, differences were observed between 
participant C&D for PTV60 Dogo, (Gy). Higher doses were 
observed for C than D with a mean difference of 0.155 Gy. 
PTV48 differences were observed for D; (Gy) related to 
participants A&B only. Observed dose was lower for A than 
B with a mean difference of 0.832 Gy. For Cl60 observed 
difference relate to participant A&B with observed indices 
low for A on average given a mean difference of 0.0315 units. 
C148 saw participant B observe lower indices than all other 
participants with deviations of 0.0973, 0.0899 and 0.0546 
units for A, C and D respectively. All observed difference 
were considered clinically small indicating differences is 
planning decisions may be clinically negligible with this 
PGAP system. 


DISCUSSION 


There still exists a gap in the literature for further inter- 
planner studies, but of those that do exist, there is evidence 
showing inconsistencies in participant choices [16, 17, 18, 
19]. Given this expectation, the aim of applying PGAP to 
mitigate discrepancies was explored here with a view of 
observing clinically significant differences. 

It was observed that oncologists (participant B and D) 
applied a higher priority to sparing the rectum than do 
planners or physicists. Following interviews with the 
participants, participant B stated a preference to push dose 
in the anterior direction to help spare the rectum even at 
some cost to conformality or even increasing dose to the 
bladder. This participant considered the rectum a notably 
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higher clinical priority over the bladder and would increase 
sparing of the rectum given a suitable dose distribution to 
PTVs was still achieved and all clinical goals were being met. 


A key difference between the oncologists in this study was 
the tendency for participant D to use a higher range of 

the navigation scale than participant B. The tendency of 
participant D to use the higher end of the scale resulted in 
a generally higher priority to the navigated PGs over the 
other PGs than is seen for any other participant. However, 
interviews with participant D revealed simple preferences. 
Participant D wanted to ensure the achievement of the 
clinical goals but had fewer concerns about the planning 
details than some of the other participants. Although 
traditional IMRT planning methods have been criticised 
for being tedious and lacking an intuitive approach that 
facilitates interaction of physicians [13], this work suggests 
clinical preference can at times be broad. The number 

of clinically applicable choices can be overwhelming for 
physicians even with the use of intuitive techniques such 
PGAP. 


The physicist (participant A) and the planner (participant C) 
performed the most similarly by default with participant A 

in particular showing notably greater levels of consistency 

in planning choices between patients. Nevertheless, the 
PBAIO system was valuable in mitigated the majority of 
discrepancies in deviations at the calibration stage with few 
statistically significant dosimetric differences observed none 
of which were clinically significant. 


CONCLUSION 


There is evidence that expert-driven PGAP can be used to 
deliver consistent dosimetric planning with the clinically 

relevant region of the Pareto front defined comparably by 
any expert. 
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A 3D Coupled Finite Element 
Model for Selt-Healing 
Quasi-Brittle Materials 


This study presents an overview of a 3D coupled finite element model for 
self-healing quasi-brittle materials. The model was developed alongside 

a linked experimental programme such that model components were 
formulated based on observed material behaviour and physical processes. 
The mechanical model comprises an embedded strong discontinuity 
element for representing discrete macro-cracks and a linked damage-healing 
cohesive-zone model. This is coupled to a transport model that simulates 
the reactive transport of healing agents in both discrete macro-cracks and 
the surrounding matrix material. For the simulation of the healing reaction 
that governs crack sealing and mechanical regain, a generalised healing front 
model is employed. The performance of the model is demonstrated through 
the consideration of the healing of a cementitious specimen. The results 
show that the model can accurately reproduce the crack filling predicted by 

a cement hydration model, and naturally accounts for the effect of healing 
period and crack width. 
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INTRODUCTION 


Self-healing materials offer great potential for increased 
durability, leading to reduced maintenance costs (in terms 
of both time and money) and increased service life. As a 
result of this, the development of self-healing quasi-brittle 
materials such as concrete has been subject to a great deal 
of interest [1]. Alongside this work, the development of 
numerical models for simulating the self-healing response 
has received increasing attention. Whilst initial works 
focused principally on the mechanical behaviour [2-4], 
more recent developments have included coupled models 
that simulate the physical processes governing the healing 
response [5,6]. It is noted however, that to date no unified 
model framework for self-healing materials, nor a complete 
experimental dataset to provide the necessary properties, 
exists [7]. 


This study describes a model developed as part of a 
combined experimental-numerical programme of work. 
The aim of the work was to develop model components 
based on an understanding of the physical processes, and 
to obtain a complete dataset for a particular self-healing 
system. The experimental work is reported in [8,9], whilst 
the model components are reported in [10-13]. The work 
initially focused ona self-healing concrete system with 
embedded vascular networks and a cyanoacrylate healing 
agent, though has since been extended to alternative 
healing systems and agents [13]. 


This study presents an overview of the model and its 
extension to healing due to further hydration where 
multiple healing phases are precipitated within the crack. 
Model predictions are compared to the results of a cement 
hydration model (CemPP, a version of CEMHYD3D [14,15]), 
before an illustrative example concerning a direct tension 
test, with varying healing crack width and healing periods, 
is presented. 


THEORETICAL BASIS 


Model Overview 

This study presents an overview a 3D coupled chemo- 
mechanical finite element model developed to simulate 
the physical processes governing the self-healing behaviour 
of quasi-brittle materials such as concrete. The various 
components of the model include: 


+ An embedded strong discontinuity element for 
representing discrete macro-cracks [10], 


e — Acohesive zone damage-healing model that allows 
for simultaneous and an arbitrary number of cycles of 
damage and healing [12], 


+ — Anunfitted finite element for representing the healing 
agent spread in 2D discrete cracks [13], 


+  Ahealing agent transport model for flow through the 
discrete cracks, the surrounding continuum matrix 
material, and, if present, embedded vascular networks 
[11,13,16], 


+ — Ahealing front model for simulating the build-up 
of healed material, emanating from the crack faces 
[11,12]. 
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Fig. 1. Conceptual diagram of healing front model that 
governs crack sealing and mechanical regain (reproduced 
from [12] with permission) 


A conceptual diagram of the healing front model component 
(that is a key focus of the present work), can be seen in 
Figure 1. 


In the present work, the example problem considered is 
under saturated conditions and healing and damage occur 
independently. As such, for brevity, the presentation is 
focused on the cohesive zone model and healing front 
model, which herein is extended to the case of multiple 
healing phases. For further details on the other model 
components, the interested reader is referred to the papers 
cited above. 


Cohesive Zone Model 

The cohesive zone model relates the crack-plane traction 
vector ( Te) to the relative displacement vector (U) as 
follows: 


Te =(1-—q@):K:u+h-K:(u-u,) (1) 


where w € [0,1] is the damage variable, K is the elastic 
stiffness, h is the degree of healing and uy is the relative 
displacement at the time of healing. Damage evolution is 
governed by an exponential softening function [12]: 


ô—ut 
w=1- HE g “ime (2) 


in which u, = fe/K , where fi is the tensile strength of the 
material, c = 5 is a softening constant, um is the relative 
displacement at the end of the softening curve and 6 is the 
damage evolution parameter that depends on the maximum 
value of the inelastic relative displacements. 


Mechanical healing is observed once healed material 
bridges the crack, and -in the absence of re-damage- is 
given by the total relative area of healed material (tot) at 
the centre of the crack [12]: 


hw,t) = Poet) (3) 
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Quasi-Brittle Materials 


Healing with Multiple Phases 

The healing reaction concerns the precipitation of healed 
material in the crack, emanating from the crack faces. This 
process can be simulated as the propagation of a diffuse 
reaction front, and can be described by the following, 
derived from an analytical solution of the advection- 
diffusion equation [11]: 


Lira 2\/[x-z(t)-z, 

Ppn(x, t) = Pph 1— tanh ( ) O = 22 
2 VT. z(t) 
Zez + Zc1 


It is noted that in the present work, we have employed 
Equation (4) to directly describe the propagation (or build- 
up) of a diffuse front of healed material, as opposed to 
considering an advection-diffusion-reaction system. This 
approach is equivalent to an advection-diffusion-reaction 
system in which the reaction is sufficiently fast relative to 
the rates of transport. In this case, the profile of healed 
material (reaction products) is directly proportional to the 
concentrations of the reactants. The concentration of the 
reactants is governed by an advection-diffusion equation 
with a retardation factor and therefore, the profile of 
healed material can be described by an advection-diffusion 
equation. 


An illustration of the behaviour of Equation (4) (and 
Equation (6)) can be seen in Fig. 2. 


In (4), x denotes the position measured from the crack face 
and z(t) is the position of the reaction front given by [11]: 


Z(t) = Z (1 — e~) (5) 


where Zeo is the critical reaction front depth and <q is the 
curing time parameter. Finally, Ze2 is a wall factor and Z,, is 
a diffusion-like coefficient. 


In previous works one phase of healed material was 
considered and the total profile of the relative area of healed 
material was given by Equation (4) (where ppp” = 1).In 
the present work however, the example considered features 
multiple phases of healed material and as such, the total 
profile of the relative area of healed material becomes a 


summation given by: 


noh (6) 
Prot, t) = 3 Pon, t) 


ph=1 


where pn is the relative area of healed material of phase 
ph and nph is the number of healed phases. In addition, 
Pph isthe maximum relative area of healed material for 
phase ph, and it is noted that the condition be Opn <1 


must be satisfied. 
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Fig. 2. Illustrative profiles of relative area of healed material as predicted 
by (4) and (6) (where CH denotes calcium hydroxide, CSH is calcium 
silicate hydrate and Tot is the total, i.e. CH+CSH). 


NUMERICAL IMPLEMENTATION 


In the present work the model is implemented in a finite 
element framework. 


For the mechanical behaviour, embedded strong 
discontinuity elements are employed for the representation 
of discrete cracks, whilst the nonlinearity is dealt with using 
a Newton-Raphson procedure [13]. 


For the transport behaviour, an embedded discrete fracture 
method is used to describe the coupling between the flow 
in the porous matrix and the discrete cracks [11], an unfitted 
finite element method is used to describe the strong 
discontinuity at the healing agent interface within discrete 
cracks [13] and the nonlinearity is dealt with using a Picard 
procedure. 


For further details on the numerical implementation, the 
interested reader is referred to [10-13]. The source code for a 
2D version of the model is given in [12]. 


EXAMPLE PROBLEM 


To demonstrate the performance of the model we consider 
the healing of a cementitious specimen due to further 
hydration, based on the results presented in [14]. In this 
example, further hydration leads to precipitation of Calcium 
hydroxide (CH) and calcium silicate hydrate (CSH) in the 
crack, with healing observed once the precipitates bridge 
the crack. In [14], the authors employ the cement hydration 
model CemPP (CEMHYD3D) to simulate further hydration in 
a 10um crack, giving a prediction of the degree of healing 
as a function of healing time. In the present work, we first 
employ the healing front model to simulate the healing 
reaction. Following this, a direct tension test of a double- 
notched cementitious cube is simulated to illustrate the 
stress-crack mouth opening displacement (CMOD) response 
of the model with varying healing periods and CMOD at 
which healing begins. 


The model parameters employed can be seen in Table 

1, whilst a schematic of the direct tension test set up is 
shown in Fig. 3. In [14], the authors found that the degree of 
mechanical healing was approximately double the degree 
of healing at the centre of the crack. To reflect this, the 
mechanical parameters of the healed material were set to 
double that of the cementitious matrix. 
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Parameter Value Parameter Value 


E (GPa) 30 Ze1,csu (mm) 100 
E, (GPa) 60 Tcsy (days) 42 

v, Up, (>) 0.3 Zeocy (mm) 0.03 
fe (MPa) 1.5 Ze1,cH (mm) 100 
fen (MPa) 3 Tcu (days) 1167 


Um (mm) 0.02 Ze2 (mm) 0.0001 


pes (-) 0.25 
pre (-) 0.324 


Umn (mm) 0.0075 
Zco,csu (mm) 0.025 


Table 1. Model parameters. 


Specimen dimensions = 100x100x100mm? 
Notch depth = 25mm 


Fig. 3. Schematic of direct tension test. 


A comparison between the predictions of the healing front 
model and the results of [14] can be seen in Fig. 4. 
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Fig. 4. Degree of healing of 10um crack as predicted by CemPP [14] and 
present model. 


The results of the direct tension test can be seen in Fig. 5. 


DISCUSSION 


The examples presented show that the multi-phase healing 
front model can accurately reproduce the results of the 
cement hydration model, CemPP (see Fig. 4). In addition, 
the direct tension test demonstrates that the model can 
account for both the effects of varying healing period and 
CMOD at the time of healing (see Fig. 5). 
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Fig. 5. Predicted Stress-CMOD response different healing periods and at 
CMODs of a) 0.011mm and b) 0.007mm respectively. 


CONCLUSIONS 


This study has provided an overview of a couple finite 
element model, developed as part of a combined 
experimental-numerical programme, for simulating 
self-healing quasi-brittle materials. The model features 
various components for simulating each of the physical 
processes that govern the healing response. The healing 
front model for simulating the build-up of healed material 
in discrete cracks has been extended to the case of multiple 
healing phases. The performance of the model has been 
demonstrated through the consideration of an example 
problem concerning the healing due to further hydration 

of a cementitious specimen, and its mechanical response 
in a direct tension test. The results of the example problem 
show that the extended healing front model can accurately 
reproduce the predictions of a cement hydration model, 
and that the coupled model naturally captures the effects 
of both the healing period and crack opening at the onset of 
healing. 


Future work will investigate the extension of the model to 
further healing systems and agents. 
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Pinball Tendons Crack 
Closure Technology 


Concrete is a popular construction material due to its unyielding nature. Keywords: 
Although concrete is resistant to erosion, rotting, and rusting, due to its low Self-Healing, crack closure, 
tensile strength, reinforced concrete is prone to cracking. Also, because the durability, concrete. 


cracks expand and become bigger over time, they can be a potential risk 

for concrete elements and lead to the failure of structures. Consequently, 

effective and early crack-closing and concrete healing can greatly enhance 

and improve concrete structures’ lifespan. Mechanical closing of the cracks by Corresponding author: 
tendons has been one of the successful solutions. These tendons act based SharifiS@cardiff.ac.uk 
on a stored force in a balanced system. The new generation of tendons being 

investigated on a laboratory scale is Pinball Tendons (PBT). In addition to the 

simple activation phase, these tendons can store much more force due to 

their sleeve being made from steel. The significant feature of PBTs is that they 

do not need to receive any energy or recharge after the casting in concrete, 

so their service life lasts until they are activated to close the crack and release 

the prestressed force. According to the recorded CMOD data in this study, the 

tendons managed to close more than 65% of the crack aperture. The speed 

of the crack closure is another positive aspect of PBTs, 90% of crack closure 

has been done within the first 8 seconds. Because of this performance, in 

addition to the self-healing during the life span of structures, tendons can be 

a helpful alternative for repairing and enhancing concrete in sudden events 

like earthquakes and explosions. 
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INTRODUCTION 


Concrete is the most frequently used engineering material 
in the modern world due to its high performance and low 
cost. It is regarded as one of the global consumption’s most 
valuable construction materials [1,2]. However, despite 
concrete’s many advantages, such as good strength and 
durability, cracks can easily damage it. Cracks can threaten 
concrete elements and decrease their toughness and life 
span [3]. Cracks allow moisture and corrosive chemicals 

to access the steel reinforcement, speeding up the 
deterioration process [4]. This has led to high maintenance 
and repair costs for concrete, which comprise a significant 
portion of the overall cost of concrete structures [5]. 


Self-healing concrete is an effective solution for reducing 
concrete degradation by automatically repairing cracks 
[6]. One of the most recent concrete self-healing methods 
presenting acceptable results is using tendons to close 
cracks [7]. Initially, these tendons could close the crack 
based on the generated force by the shrinkage of a 
particular type of polymer known as a shape memory 
polymer (SMP)[8]. But later, with changes in the design of 
the tendons, the new tendons (Hybrid SMP) were able to 
close the crack with a prestressed force as the main force, 
which was a significant improvement in the ability to close 
cracks [9]. 


In the Hybrid SMP, a core of aramid fibres (made from 
Kevlar) is put into the Polyethylene terephthalate (PET) 
tube, then the Kevlar is tensioned, which causes the 
compression on orientated PET tube. Anchors are used to 
holding the aramid fibres in this position. So, this tendon 
will be in an equilibrium condition until the activation. The 
Pre-stressed aramid fibre (Kevlar) offers the needed force 
to close the concrete crack. The Hybrid SMP employed 

the prestressed force in the core for closing cracks which 
depended on the PET’s strength; despite initial success, the 
prestresses in the tendon were relatively limited because 
the compressive strength of the PET sleeve was low and 
limited [9]. 


This paper describes the preliminary research on a new 
tendon with the aim of increasing the prestressed capacity 
by removing the PET and trying to make a more accessible 
activation phase. The new system is made of three parts; 
the first is a stainless steel tube, the second is a hybrid 
prestressed element (Kevlar) and another stainless steel 
tube that forms the core of the tendon, and the third is a 
metal ball that holds the system in equilibrium and acts as 
an activator. The tendon is in equilibrium until the activation 
phase. The prestressed force is released at this point, and 
the load is applied as a compressive force to cracks. 


The initial findings demonstrate an ability to increase the 
prestressed load, which improves crack-closure ability 
significantly. 


GENERAL CONCEPT 


Heide and Schlangen demonstrated in 2007 that they 

could minimise the size of cracks in concrete by applying 
compressive forces to the samples. By emerging the shape 
memory alloys (SMAs), this finding took concrete self- 
healing systems in a new direction[10]. Due to the high 

cost of using the SMAs, Jefferson et al. (2010) suggested 
using Shape Memory Polymers (SMPs). The polyethylene 
terephthalate (PET) was considered a good shape memory 
polymer for the manufacturing of crack-closure technology. 
PET has the characteristic of shortening when heated. 


35 


When constrained, its shape memory action develops 

stress which can be used to close cracks within the concrete 
element. Balzano et al. (2021) suggested an improved 
design for the SMP Tendons. The improved Hybrid Tendons 
were characterized by a pre-stressed Kevlar inner core 
constrained by an outer PET sleeve. When activated, the PET 
would shrink hence releasing the pre-stress stored in the 
inner core [9,7]. 


Although Jefferson et al. (2010) demonstrated and proved 
the general concept of crack closure, the ability to close 
cracks was limited to the force generated by PET shortening 
[7]. Also, Hybrid SMP tendons had some limitations because 
their ability remained limited to the strength of the PET 
sleeve [9]. 


This work aims to maximise the prestressed force by 
designing a new tendon, namely Pin-Ball Tendon (PBT). 
Figure 1 illustrates the concept of the new crack-closure 
system created for this study. 
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Fig. 1. Assembly of the tendon and locking of the components before the 
tension. 


The PBT tendon is composed of three main parts: 


° The inner component core (which is initially in 
tension), 


. A steel tube (which is initially in compression), 


. A metal ball that will tolerate shear force (it is the result 
of tension and compression forces). 


The metal ball was placed into the holes in tubes by a 
metal rod in the first stage, and then the system was locked 
(Fig. 1). The second stage involved pre-tensioning the core 
elements (Fig. 2a), which is elastically tensioned. The entire 
system was “sealed” when the core achieved the desired 
prestress T. The system is now in an equilibrium state, and 
the external force has been released on the inner core. The 
outer element is now being compressed while the core 
elements are in tension. (Fig. 2b). 


The prestressed PBT tendon will then be embedded 

into the structural element. When cracking occurs, the 
tendon becomes active (Fig. 3a). The ball will release upon 
activation, and the prestressed load in the inner core will 
close the crack (Fig. 3b). They do not need to receive any 
energy or recharge after the casting in concrete, so their 
service life lasts until they are activated to close the crack 
and release the prestressed force. 


MATERIALS 


The external element is a steel tube with an outer diameter 
of 16 MM, a wall thickness of 1.5 MM, and a drilled hole. The 
geometrical properties of the Outer element are illustrated 
in Fig. 4a. 
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Fig. 2. General concept of PBT tendon. 


Fig. 3. Activation phase and closing cracks: the appearance of cracks in 
concrete (top) and closing crack by activating the tendon and releasing 
the prestressed force (bottom) 


16 MM 


Fig. 4. The geometrical properties of the tendon: outer element (top) and 
inner element (bottom). 


Proceedings of the Cardiff University 
Engineering Research Conference 2023 


The inner element comprises a 12 MM steel tube with a 1 

MM wall thickness and an aramid fibre called Kevlar, which 
is engaged with the 12 MM tube by a pin (Fig. 4a). A 9 MM 
hole has also been drilled in the inner tube. Once the Kevlar 
is tensioned, since the Kevlar is already engaged with the 
tube, the tensile stress will be distributed at the tube as well. 


The inner and outer elements will be held together by a 

9 MM steel ball. The steel ball was placed at the drilled 
hole in both elements, and then the tendons were sealed 
with a clamp (the total length of the tendons was 170 
MM). The tubes are made of 304 stainless steel, and a 2.33 
MM diameter Kevlar rope was used. Table 1 shows the 
mechanical properties of Kevlar. 


Tensile Strength | Young Modulus Density 
MPa MPa KG/M3 


600 5-7 x103 1440 


Table 1. Kevlar rope mechanical properties. 


When the tendons are stretched, the force distribution in 
the tendon leads the steel ball to move towards the inside 
of the tubes. This situation will continue until the tubes 
slide on each other, and the force will be released. A piece 
of the iron rod was placed inside the tube to control the 
activation phase and prevent the ball movement. This rod 
will be displaced during the activation phase until it no 
longer obstructs the ball, and at that point, the tendon will 
be activated. 


The tendon is hung on a load cell from the ropes side to 
begin the prestressing process. The inner element was 

then prestressed and sealed with commercially available 
clamps. Afterwards, the inner part was stressed to achieve a 
prestress of 2000 N stored in each tendon. 


LABORATORY EXPERIMENTS 


Preparation of the specimens 

Two mortar beams with dimensions of 75x75x255 MM 

were tested for this preliminary study. Figure 5 depicts a 
typical cross-section of a mortar specimen with embedded 
prestressed PBTs. A tendon was embedded in the mortar 
beams at a distance of 15 MM from the bottom and an equal 
distance from the lateral sides. 


75 MM 


Fig. 5.Cross section of the mortar beam with embedded 
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The mortar paste was made using a 3:1 sand-to-cement 
ratio and a 0.6 water-to-cement ratio. The moulds were cast 
in three layers. In order to aid in the mortar’s compaction, a 
slight vibration was imposed between each layer. 


After 24 hours, the mortar beams were removed from the 
moulds, covered in wet hessian, and wrapped in plastic. The 
specimens were cured for seven days. 


TESTING 


A three-point bending test was carried out on the mortar 
beams after curing to form a crack. The bottom surface 

of the specimens was notched to 3 MM depth, and then 
the knife-edge plates adhered to the notch’s sides for the 
purpose of attaching a monitoring gadget for recording the 
Crack Mouth Opening Displacement (CMOD) during the 
experiment. 


The size of the generated crack was controlled by managing 
the applied force via feedback from a machine stroke 
displacement transducer and monitoring the CMOD. 


Figure 6 depicts the relationship between the force and the 
CMOD and shows how the force initially rose until the first 
crack appeared in the samples. Then, as the deformation 
increased, the force reduced (due to decreasing the needed 
force for extending the crack). The unloading process began 


when the CMOD reached above 0.3 MM (Balzano et al. 2021). 


The final created CMOD was recorded at the end (when 
there was no force on the samples). 


RESULTS AND DISCUSSION 


For a more precise presentation of the results, the CMOD 
data were recorded before and after activation, and the 
crack width was measured using a magnifying camera and 
CAD software. Figure 7 shows the outcome of crack closure 
by tendons. 


According to the recorded CMOD data, the tendons were 
correctly activated and functioning properly. In the first 
sample, the tendon managed to close 67.47% of the crack 
aperture, and in the second tendon, the crack closing 

rate was 64.94%, which are both significant results. The 
speed tendon crack’s closure is another aspect to take into 
consideration. 90% of crack closure has been done within 
the first 8 seconds. Because of this performance, tendons 
are a helpful alternative for repairing and enhancing 
concrete in sudden events like earthquakes and explosions. 


Pictures by the magnifying camera from before and after the 
activation phase confirm the monitoring device’s outcomes 
and the effectiveness of the tendons (Fig.8). 
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Fig. 6. Force-CMOD diagram recorded during the 3-point bending test for 
the mortar specimen. 
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Fig. 7. The CMOD at the samples before and after the activation. 


Fig. 8. Comparison of crack width before (top) and after (bottom) 
activation at sample 2. 
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CONCLUSION 


The proposed PBT tendon has the capacity to store high 
stresses to close cracks in mortar beams successfully. In 
addition to showing an acceptable result in closing the 
cracks and providing an encouraging solution for the 
durability of concrete structures, the system also has the 
advantage of acting quickly, hence offering a potential 
repair mechanism in sudden accidents. 


The study is still in its early stages, but the investigation into 


this prestressed system is ongoing. 
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Cracks are a typical characteristic of a concrete structure, formed as a direct Keywords: 
consequence of the concrete’s low tensile strength. They represent a risk to Concrete, self-healing, smart 
the longevity of a concrete structure; over time, under the effects of loads and structures, resilience, reinforcement. 


environmental factors, cracks tend to grow and coalesce. It is widely known 

that cracks reduce the mechanical properties of, and significantly increase 

the diffusion of deleterious materials through a concrete structure, thus 

shortening its service-life. The need for enhanced structural longevity and Corresponding author: 
reduced maintenance costs have driven an increased demand for self-healing BalzanoB@cardiff.ac.uk 
technologies. Smart crack-closure technologies can lead to the production 

of more adaptable structural elements, with reduced associated waste and 

CO2 emissions. The work will cover the developments of a digitally controlled 

system that uses smart hybrid tendons (HTs) embedded in concrete to detect 

and close cracks. In particular the work will focus on the digital activation 

system for the HTs. This technology comprises a shape memory polymer 

tubular sleeve hosting a pre-stressed strong core which act together to 

provide an effective crack-closing action and offer flexural reinforcement to 

the concrete element. The HTs have been the object of a lab-scale study and 

the digital activation system will complete their design, paving the way for 

their use in the real world. 
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INTRODUCTION 


Concrete is the most used building material and its 

use is irreplaceable for countless large infrastructure 
developments [1]. However concrete-based buildings and 
infrastructure are susceptible to cracking due to the limited 
tensile strength of the concrete itself [2], [3]. 


Micro cracks are an unavoidable phenomenon in ordinary 
concrete[4]. Fractures in concrete structures may form as 

a result of temperature variations, structural difficulties, 
and freeze-thaw cycles. In time micro-cracks will generate 
macro-cracks, which facilitate the penetration of harmful 
ions such as chloride into concrete. These cracks may 
eventually cause serious challenges for concrete structures 
and shorten their lifespan [5]. 


As a solution to the challenge of cracking in concrete, 
self-healing concrete has been widely explored by many 
researchers [6]-[10]. 


In particular a possible solution would be to embed 
engineered (autonomic) self-repair mechanisms into 
concrete structural elements, which are able to heal cracks 
as they form. [11], [12]. 


Balzano et al 2021[12] presented a new healing system 

that uses pre-tensioned hybrid tendons to close cracks in 
cementitious structural elements. The tendons comprise 

an inner core, formed from aramid fibre ropes, and an 

outer sleeve made from a shape memory PET. During the 
manufacturing process, the inner core of a tendon is put into 
tension and the outer sleeve into compression, such that the 
tendon is in equilibrium. A set of tendons are then cast in 

a cementitious structural element and heat activated once 
cracking occurs. This triggers the shrinkage potential of the 
PET sleeve, which in turn releases the stored strain energy in 
the inner core. The tensile force thereby released applies a 
compressive force to the cementitious element, in which the 
tendons are embedded, that acts to close any cracks that 
have formed perpendicular to the axis of the tendons. 


This system was proven to successfully close 0.3 mm cracks 
in mortar beams. Moreover, the hybrid tensons can act as 
effective reinforcement both before and after activation. 


Although proven effective, the Hybrid tendons are still far 
from being ready to be used in a working infrastructure. 

In particular a proper activation system was still needed. 
Previously the tendons would be activated by placing the 
samples in the oven but this is not an optimal procedure 
especially in view of a possible use on a structure. An 
activation system is needed that would be embedded 
within the structural element and be triggered by the crack 
detection. 


This paper describes the initial experimental work carried 
out to explore the use of electric heating wires as activation 
system for the Hybrid Tendons on structural concrete 
beams. 


GENERAL CONCEPT 


Balzano et al. (2021) introduced a novel crack-closure 
technology namely hybrid tendons which proved to 
successfully close cracks in mortar beams. The present work 
follows up on the progress of this past research by applying 
the hybrid tendon on concrete beams of a relevant scale and 
exploring the viability of an activation via a heating system 
embedded in the beam together with the tendons. 
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The Hybrid tendons were activated via a system of electric 
wires wrapped around each tendon and externally 
connected to a power supply. The whole system was then 
connected to a computer for data collection and to control 
the activation. 


The general scheme of the experiment setting is represented 
in Fig.1. 


POWER 
SUPPLY 


ELECTRIC WIRES 


TN CRACK-DETECTION SYSTEM 


MONITORING STATION 


Fig. 1. General concept. 


MATERIALS 


PET 

Acommercial grade of polyethylene terephthalate (PET) 
material (Dow Lighter C93) was used. This is an amorphous 
polymer, and so its shape memory behaviour is controlled 
by its glass transition temperature T,; orientation must 

be imposed at around this temperature, and shape 
recovery is also achieved near T,. For this material, T,=78°C 
according to manufacturer’s figures. This makes the 
triggering temperature compatible with the setting concrete 
environment. 


Kevlar 

Kevlar® is an organic fibres belonging to the family of the 
aramid fibres and is characterized by a relatively high tensile 
strength (ca 700 MPa). 


Electrical Equipment 

The electrical activation system is designed using high 
resistivity wires with excellent oxidation resistance, making 
it suitable to work in concrete. 


The wire was wrapped around each tendon to make a coil 
resistance able to generate the heat for activation. 


The finished tendon plus activation system is reported in 
Figure 2. 


Smart Activation System for the Hybrid Tendons 
Crack Closure Technology 


Fig. 2. Hybrid Tendons with electric wires. 


Concrete 

The concrete for the beam specimens was prepared using 
Portland cement CEM II A/L 32.5 R (CAS number 65997-15- 
1), standard quartz sand (CAS number 14808-100 60-7) as 
fine aggregate, 10mm aggregates and tap water. Cement (c), 
sand (s) and aggregates were mixed in a ratio of 1:1.55:2.1 
by mass, and water (w) was added at a w/c ratio of 0.55 by 
mass. 


Three 100x100x100mm cubes and three 100x200mm 
cylinders were produced in order to perform compression 
and splitting tests in accordance with BS EN 12350-1:2000 
and BS EN 12390-6:2009 respectively, with the aim of 
determining the compressive cube strength (fcu) and 
tensile splitting strength (fcyl) of the mortar paste. All the 
specimens were cured for 7 days prior to being tested. The 
compressive and splitting test results are given below in 
Table 1, noting that CV denotes the coefficient of variation. 


fcu (7days) fcyl (7days) 


MPa MPa 
Mean 29.2 3.48 
cV 0.02 0.08 


Table 1. Mechanical Properties of the concrete mix. 


LABORATORY EXPERIMENTS 


Preparation of the specimens 

For the purpose of this preliminary study, four concrete 
beams with dimensions 100x100x500mm were tested. 
Figure 3 shows the typical cross section of the concrete 
specimens with the embedded hybrid tendons. 


Following the stressing procedure described in Balzano et 
al 2021, each tendon would store an average pre-stress of 
1.2kN. A number of four tendons have then been embedded 
in each concrete beam. 
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Fig. 3. Geometry of the concrete beam cross section with embedded 
tendons. 


After 24 hours the concrete beams were then removed from 
the mould and covered in wet hessian and wrapped in cling 
film. The specimens were cured for 7 days (Figure 4). 


Fig. 4. Concrete beam specimens 


Testing 

After curing, each specimen was tested in three-point 
bending (Fig. 5). Prior the test, the specimen was notched 

in order to accommodate the knife edge plates glued to the 
underside of the beam. A lightweight clip gauge was located 
between the plates to monitor the Crack Mouth Opening 
Displacement (CMOD) during the experiment. The load was 
controlled via feedback from a machine stroke displacement 
transducer which allows the softening behaviour to be 
captured. Once the crack aperture reached the desired 
value the loading was stopped and the test was switched to 
displacement control. At this point the power supply was 
activated, gradually heating the embedded tendons. Two 
Thermocouples type K were installed in each specimen to 
monitor the temperature raise, hence confirming the system 
was capable of rising the temperature of the PET up to the 
activation. 


Fig. 5. Three-point bending test apparatus. 
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RESULTS 


Figure 6 shows the Force-CMOD graph recorded during the 
test. This shows that the specimen exhibited a quasi-linear 
behaviour until a peak (which corresponds to the point 
where the concrete began cracking), after which the load 
decayed with increasing deformation. 


The test was stopped at a CMOD value ranging from 0.25 
and 0.3 mm. The tendons were then activated and the 
crack closure was monitored. Figure 6a shows how the 
CMOD reduces after activation and this process took 
approximately 20 minutes. However being the machine set 
on Displacement-control, the load shows a rise as the crack 
closes. 


Figure 6b shows the data from the thermocouples 
embedded in the concrete beam. Unfortunately the 
thermocouple in B1 stopped working during the 
experiment. However the other three show how the CMOD 
decrease when the temperature raises, proving the closing 
action of the Tendons. 
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Fig. 6. Load-CMOD results. 
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CONCLUSIONS 


This paper presented the design of an embedded activation 
system for the crack-closure technology of the hybrid 
tendons. 


The activation system consisted in electric wires wrapped 
around each tendon and connected to a power supply, 
which would activate once the crack forms. 


The results of the preliminary experimental campaign are 
very promising, showing the potential of this system to 
successfully heat and activate the tendons, hence releasing 
the stored stress. 
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Climate change is exposing our built heritage to greater and more extreme 
hazards. Historic masonry repair technologies must evolve in response to 
these, promoting a new, long-term resilient preservation strategy. Drawing 
inspiration from the study of mini-vascular networks to develop self-healing 
in concrete structures, this work proposes the use of biomimetic mini-mini 
vascular networks (m-MVNs) for repairing cracks in lime-based mortars. The 
m-MVNs are 3D printed units formed by interconnected channels capable 

of storing and protecting healing agents that are released when threshold 
damage is exceeded. In the case where patching is required for restoration 

of historic masonry wall, m-MVNs are designed to fit completely within the 
mortar joint. Initial results demonstrated that m-MVNs printed from clear PLA, 
have a promising design capable of storing healing agents without leaking or 
premature curing. Future experiments will investigate the appropriateness of 
this design of m-MVNs to enclose suspensions of bacteria and deliver them to 
cracks. 
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INTRODUCTION 


Recent changes in weather patterns expose our built 
heritage to greater and more aggressive hazards, 
significantly reducing the service-life of historical structures. 
Arange of traditional intervention strategies are available 

to address damage in masonry structures (e.g repointing, 
bed joint reinforcement) [1], although these have not always 
been successful [2]. A more resilient and durable solution to 
these problems is urgently needed. 


Mini-vascular networks (MVNs) were recently proposed 

by Cardiff University researchers as a form of biomimetic 
self-repair system for concrete [3]. The use of MVNs was 
proposed as an alternative to conventional vascular 
networks [4]maintenance and replacement of civil 
engineering infrastructure attracts significant expenditure 
in the UK. Anecdotal evidence suggests that a significant 
number of existing and new concrete structures suffer from 
repair and maintenance problems, but a lack of objective 
construction industry supported data concerning these 
problems makes it difficult to establish, with any certainty, 
the actual problems encountered in current concrete 
construction in the UK. To address this lack of data, a market 
research exercise was commissioned by the Materials for 
Life (M4L, which might cause delays to the concrete casting 
process caused by their in-situ placement. 


As illustrated in Figure 1, 3D PLA-printed regular shaped 
tetrahedral units (termed TETs hereafter) can be easily 
introduced to wet concrete during the mixing process. 

The TET design has been improved to provide good bond 
properties with the concrete matrix and the ability to 
store either single (TETs) or bi-components healing agents 
(d-TETs). Their efficiency to rupture and release sufficient 
healing agents at a designed crack width has recently 
been shown by De Nardi et al [5]which employs 3D-printed 
tetrahedral mini-vascular networks (MVNs. Several healing 
agents have been tested, such as sodium silicate (SS) 
solutions, stored individually or in combination with 
nanosilica (Nsilica) and nanolime (Nlime) solutions. 


MINI VASCULAR NETWORKS (MVNs) 


g CONCRETE matrix - regular tetrahedron LIME matrix knot 
mini-MVNs 


Figure 1. MVNs and m-MVNs design 


In particular, TETs filled with SS can produce strength and 
stiffness recoveries of 20% and 75-80% respectively in 
prismatic concrete beams. 

d-TETs filled simultaneously with SS and either Nlime or 
Nsilica showed representative increase of strength and 
stiffness recovery indices of ~10% in comparison to samples 
containing only SS as healing agent [6]. 


Recently, the MVN design has been revised and optimised 
enabling technology transfer from newly constructed 
concrete structures to historical masonry walls. 


Traditionally, if significant sections of masonry have 
deteriorated to such a degree that mortar joints have lost 
their function, then patching techniques can be used to 
restore structural continuity while preserving the original 
blocks [7]and in some cases were still being, repaired 
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and strengthened. The size and shape of previous MVNs 
were totally revised allowing mini-mini vascular networks 
(m-MVNs) to lie entirely within the mortar joint thickness. As 
with concrete MVNs, m-MVNs are meant to host and protect 
healing agents that are released when threshold damage is 
exceeded. 


As represented in Figure 2, the concept design was drawn 
from the idea to manufacture the unit by turning an 
extruded tube around a spherical shape. The advantages 
of the proposed new-shaped m-MVNs are that i) they 

are (almost) directionally invariant with respect to their 
mechanical behaviour and, (ii) the ribs anchor the unit 
within the lime matrix, which limits the degree of sliding 
between the channels and the matrix and means that a 
channel is likely to fracture when crossed by a crack. 


Figure 2. m-MVNs from the concept to the prototype 


Regarding the healing agents, much attention will be paid 
to compatibility criteria, so that the active healing agents 
are designed to fulfil conservation requirements i.e. be 
physically, chemically, and mechanically compatible with 
the host material. In this context, the ability to store healing 
agents, mainly in the form of aqueous solution have been 
studied. 


MATERIALS AND METHODS 


To meet the requirements of the proposed application, 
m-MVNs were originally created by modifying standard MVN 
units. 


The aim of this first stage was to optimize the design as well 
as the printing process to satisfy the requirements, namely 
i) 3D printability of units with reduced geometry and wall- 
thickness; ii) the ability to be fully watertight when inserted 
into a lime-based matrix; iii) the ability to prevent any 
chemical interactions with the healing agent components. 


Several variants of m-MVNs were printed from clear PLA, 
purchased from Verbatim®, using an Ultimaker2+® printer 
(Utrecht, The Netherlands) with a 0.25 mm nozzle. 


In the initial stages of m-MVN development, watertightness 
tests were conducted to evaluate the ability of thin-wall 
units to store low-viscosity healing agents over time without 
premature curing of evident polymer degradation (through 
longevity tests). m-MVNs were filled with healing agents; 
either ink, sodium silicate (Na203Si) solution - Sigma 
Aldrich, nanolime (CaOH2) solution, marked as Nanoretsore 
by the Company CTS Europe produced by CSGI - University 
of Florence and lithium silicate (Li203Si, referred to as 

LiS herein) marked as Acquacons by CIR Chimica Italiana 
Restauri. 
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The longevity tests spanned 4 weeks and consisted of 36 
m-MVNs being prepared and filled with SS, Nlime and Nsilica 
solutions. Three m-MVNs from each solution were opened 
and examined at 1-7-21-28 days. 


The main printing parameters are summarized in Table 1. 


Printing parameters 


nozzle 0.25 mm 
layer height 0.06 mm 
support type buildplate 
bottom_layers 5 
cool_fan_speed 80 
infill_sparse_density 100 
support_infill_rate 2 
support_z_distance 0.25 
top_bottom_pattern grid 
top_bottom_thickness 0.06 mm 
top_layers 5 
wall_line_count 16 
wall_thickness 0.25mm 
xy_offset 0 


Table 1. 3D Printing parameters. 


RESULTS AND DISCUSSION 


A prototype was successfully 3D printed: the shape was well 
defined with homogenous surfaces and excellent adhesion 
between layers. The accuracy and repeatability of printing 
were also checked, assuring the quality standards in terms 
of form and dimensional accuracy and stability over printing 
in separate batches, as can be seen in Figure 3. 


Figure 3. 3D printed m-MVNs from clear PLA. 


Following 24 hours of watertightness testing, small 
quantities of ink were observed. Therefore, in order to 
ensure complete impermeability, a thin wax coating was 
externally applied to the m-MVNs. The same coating will 
provide protection from the alkaline environment to m-MVN 
units in lime matrices. 


The results of longevity tests are summarized in Table 2. 
It should be noted that changes in both viscosity of healing 


agents and PLA polymer were determined through visual 
inspection and so only provide a qualitative approximation 
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of any change can be reported. The letters l, g, s denote 
the following: Liquid (l) - no discernible change; Gel (g) - 
beginning to behave solidly; and Solid (s). The consistency 
of the polymer was approximately checked by breaking the 
units and observing if the rupture was brittle (B=brittle) or 
ductile (D=ductile). The latter was taken as an indication of 
the initial degradation of the polymer. 


clear PLA Test durations 
m-MVNs 

1 day 7 days 21days 28 days 
SS V/B /B V/B g/B 
Nlime V/B /B V/D \/D 
Nsilica V/B V/B V/B \/D 
LiS V/B V/B V/B /B 


Table 2. Longevity tests results. 


From the results, it can be seen that SS solution remained 
liquid for 21 days. After that period the SS appeared similar 
to transform into a colloidal gel. No changes to the polymer 
were observed for the SS. 


Contrary to this, both Nlime and Nsilica solutions remained 
liquid throughout the 28 days, without showing any change 
in viscosity. However, they both caused softening of the PLA. 
The latter phenomenon was observed in samples ruptured 
at 21 days in m-MVNs filled with Nlime, and at 28 days in 
m-MVNs filled with Nsilica. m-MVNs’ original mechanical 
properties are likely to be altered by chemical interactions 
between the PLA polymer and both Nlime and Nsilica 
solutions. 


CONCLUSIONS 


From the analyses of the results presented in the paper, the 
following main conclusions can be drawn: 


. 3D printed MVNs provide a flexible system enabling 
technology transfer from newly constructed concrete 
structures to historical masonry walls. 


. m-MVNs form the basis of a viable self-healing system 
for lime-based matrices. 


. The 3D printing parameters for m-MVNs need 
improvement to achieved full watertightness. However, 
a thin wax coating was able to prevent any leakage and 
protect the units from the alkalinity of lime. 


. SS solution can be stored within m-MVNs with no 
discernible change in viscosity up to 21 days, after 
which it forms a gel like substance. No visual changes 
to the PLA polymer were observed throughout the 28 
days. 


. Nlime solution remained liquid up to 28 days, but 
softening effects on the PLA polymer were observed 
after 21 days. A similar behaviour was observed in 
m-MVNs filled with Nsilica. 


3D-Printed Mini-vascular Networks for 
Self-healing Lime-based Mortars 
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CIVIL INFRASTRUCTURE 


Agricultural Waste as a 
Cementitious Material 
— Rice Husk Ash 


To reduce global CO2 emissions, researchers have been exploring various 
materials to replace Portland cement. Rice husk ash has been considered 
a promising alternative due to its widespread availability and increased 
production. However, the current process of using rice husk ash in 
construction involves burning the husks at high temperatures (700-900 
°C), which is energy-intensive and generates CO2 emissions. In this study, 
we investigated the use of unprocessed rice husk ash, burnt at 400°C, as 

a replacement for Portland cement in concrete. We used rice husk ash at 
10%, 20%, and 30% by mass and conducted tests to measure its reactivity, 
mechanical strength, and durability. Preliminary results indicate that the 
pozzolanic reactivity of unprocessed rice husk ash is similar to that of fly ash 
and other supplementary cementitious materials. However, the main peak 
of hydration is delayed compared to that of Portland cement. Mechanical 
strength and durability were found to be influenced by curing age, with 
samples cured for 90 days showing improved tensile strength. Furthermore, 
higher rice husk ash content at 90 days of curing resulted in lower chloride 
penetration, a parameter often used to describe the corrosion potential of 
cementitious matrices. Overall, our findings suggest that unprocessed rice 
husk ash can be a promising replacement for Portland cement in concrete, 
as it offers similar reactivity to other supplementary materials and has the 
potential to improve the durability of the resulting cementitious matrix. 
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Agricultural Waste as a Cementitious Material 
— Rice Husk Ash 


INTRODUCTION 


Concrete is one of the most used materials in the world 
and its production accounts for significant environmental 
issues (i.e. transportation, fuels used calcination, carbon 
footprint). Typical constituents of concrete are aggregate 
(crushed stones and sand) and Portland cement. The 
latter is responsible for over 8% of the anthropogenic CO, 
emissions [1]. 


One way of mitigating greenhouse gas emissions associated 
to the production of concrete is by replacing Portland 
cement with waste materials and by-products with similar 
chemical composition, and capable of providing structural 
resilience and mechanical performance. Such materials, 
knowns as supplementary cementitious materials (SCMs), 
have been proposed in construction since 1970’s. The 
most common SCMs are pulverized fuel ash (PFA), a 

waste material generated from the coal industry, ground 
granulated blast furnace slags (GGBS), a by-product of 

the steel industry, and silica fume, or micro-silica (SF), 
associated with the production of silicon and ferro-silicon 
[2]. Such materials have a mineralogical composition that 
satisfy the requirements to improve fresh and hardened 
properties of conventional concrete. 


However, forthcoming shortages in fly ash availability, and 
global projected increase of cement production of 4.38 Gt by 
2050 [3], has led researchers to investigate other pozzolanic 
materials, such as rice husk ash. 


Rice husk ash (RHA), a by-product of the agriculture industry 
can be used as a filler or binder to produce sustainable 
concrete [4], [5]. RHA exhibits a high pozzolanic index when 
burnt at around 700 °C, where most of the organic carbon 

is removed. However, such high calcination temperatures 
make the RHA an energy-intensive material. Zerbino et al. 
(2010) studied the effect of RHA without further processing 
(grinding), showing that natural RHA concrete achieved 
similar mechanical performance of natural RHA [6]. 


The effect of RHA grinding on the concrete strength resulted 
in refined particle size and subsequent pozzolanic activity 


[4], [7]. 


RHA as a binder replacement influences the mechanical 
performance of the hardened concrete. Increasing the 

RHA content to up to 30% by mass resulted in a loss of 
compressive, flexural and tensile strength [8]. However, due 
to its pozzolanic index, RHA develops strength beyond the 
nominal 28 days, typical for conventional Portland cement 
concrete [9]. 


Whilst structural performance and physical properties of 
RHA concrete have been extensively investigated, durability 
properties of un-processed RHA in concrete have not yet 
been fully investigated. 


This work present preliminary studies on unprocessed RHA, 
produced at a calcination temperature of 400 °C to minimise 
their energy demand. The effect of increasing cement 
replacement with RHA at 10, 20 and 30% was investigated 
by measuring the concrete tensile strength and surface 
electrical resistivity at different curing ages. 
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MATERIALS AND METHODS 


Concrete specimens were prepared by mixing Portland 
cement (CEM II, A-L, class 32.5 MPa) with a content of 400 
kg/m?, fine and coarse aggregate, respectively river sand 
(680 kg/m?) and crushed limestone (920 kg/m’), at a water 
to binder (w/b) ratio in the range of 0.42 - 0.62. Portland 
cement was replaced (by mass) with rice husk ash (RHA) 
supplied by E-COCO Products UK Ltd and sourced from 
Malaysia. To produce RHA, rice husk was burnt at 400 °C, 
and no further refinement (grinding) was conducted. The 
mix design at varying cement replacement levels is reported 
in Table 1. 


Series Cem RHA f/b c/b w/b 

Control 100% | 0% 0.42 

RHA10 90% 10% 0.50 

1.7 23 

RHA20 80% 20% 0.62 

RHA30 70% 30% 0.62 
Table 1. Mix design details with mass content (%) of Portland Cement 
(Cem), rice husk ash (RHA), sand to binder (f/b) ratio, coarse aggregate to 


binder (c/b) ratio and water to binder (w/b) ratio. 


Samples were cast into cylindric (100 mm in diameter 
and 200 mm in height) moulds, following the standard 
BS EN 12390-2:2019 [10]. After 24 hours, specimens were 
demoulded and cured in water at 20 °C for either 28 

days or 90 days. After mixing, 300 g of fresh concrete was 
sampled from the mixer and the heat of hydration was 
measured by using an isothermal calorimeter (Calmetrix, 
l-Cal 8000 HPC, USA) at a constant temperature of 20 °C 
for 168 hours. After curing, specimens were first tested 
for surface electrical resistivity by using a Wenner probe 
(SURF, Giatec, Canada) [11], [12] the surface resistance and 
the uniaxial resistance measurements provide equivalent 
measures of resistivity once geometry is appropriately 
taken into account. However, cementitious systems are 
not always homogenous. This article compares bulk and 
surface resistance measurements in cementitious materials 
intentionally composed of layered materials (i.e., layers 
with different resistivities followed by tensile strength 
measurements. Physical and mechanical properties were 
measured on three samples at each curing age (28 and 90 
days), and the average value was recorded. 


RESULTS AND DISCUSSIONS 


The heat of hydration of representative samples with 10, 

20 and 30% of RHA replacement is shown in Fig. 1, and 
compared to the hydration of concrete made with 100% 
Portland cement (Control). For all mixes, the first peak 
appears at around 10 - 20 hours from mixing, in line with 
previous studies [13], [14]. However, when compared to the 
control sample, the RHA series exhibit a delay in hydration, 
due to the high carbon content and subsequent dissolution, 
resulting in a lower hydration degree [4]. 


50 
25 | — Control 
-- RHA10 
20 | —RHA20 
----RHA30. 


Heat of hydration [MW/g,em] 


0.0 { L L L L L n 4 n n 1 4 n n L L L 
0 50 100 150 
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Fig. 1. Heat of hydration of selected samples at 10, 20 and 30% RHA 
content and compared to the control series. 


The tensile strength measurements showed that an increase 
in RHA content resulted in decrease in mechanical strength, 
as reported in Fig. 2; samples cured for 28 days showed a 

reduction of approximately 50% in tensile strength (RHA30). 


However, longer curing ages (90 days) resulted in an 
improved strength on samples with the lower RHA content 
(RHA10), an average of 3.1 MPa, approximately 32% less 
than the control samples. The tensile strength values are 
lower than those reported in literature for the same RHA 
content [14], [15]. This is due to the nature of RHA used in 
this work; as previously stated, refinement processes of 
RHA such as grinding and calcination temperature influence 
the overall mechanical performance of concrete. However, 
whilst the tensile strength values suggest that RHA cannot 
be used for structural applications, other civil engineering 
applications (pre-cast concrete, pavement elements, 
cladding material) are deemed suitable. 
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Fig. 2. Tensile strength at 28 days and 90 days. Error bars represent the 

standard deviation. 


In concrete, one of the most studied durability parameter 

is the corrosion potential, as a result of chloride ingress 
[16]. Factors such as porosity, permeability and pore 

size distribution affect the chloride diffusivity of the 
cementitious matrix, often measured by rapid chloride 
penetration tests or indirect investigation, such as electrical 
resistivity measurements [11]. In this study the surface 
electrical resistivity of cylindrical specimens was measured 
and compared to the 56-day chloride ingress potential. 

The highest the surface resistivity, the lowest the chloride 
diffusivity. Values of surface resistivity in < 10 kOcm indicate 
a high chloride penetration, whilst values in the range of 10 
- 15 kOcm indicate a moderate chloride diffusivity. 
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Results presented in Fig. 3 show that an increase in RHA 
resulted in a lower chloride penetration when samples were 
cured for 90 days. RHA content at 20% (RHA20) and 30% 
(RHA30) improved the chloride penetration by 32% and 35% 
respectively when compared to the control mix (RHA 0%). 
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Fig. 3. Surface electrical resistivity of concrete samples at 28 days and 90 
days of curing. Error bars represent the standard deviation. 


According to Eurocodes, the choice of concrete grade must 
ensure durability requirements in different environments. 
Hence, with their varying grades, different concrete mixes 
can be utilised for various civil engineering applications 
such as paving or small walls (RHA30) and foundations 

or flooring (RHA20). Although the initial results indicate 
minor differences in surface electrical resistivity among the 
various mixes, it suggests that the proposed concretes can 
maintain their resistance to chloride ingress. This indicates a 
similar corrosion risk, which is a crucial aspect of Eurocodes 
recommendations. Therefore, it is believed that these mixes 
can be employed in a broader range of applications once 
their corrosion potential is better explored. 


CONCLUSIONS 


This work presents a preliminary investigation into the 

use of unprocessed rice husk ash as a replacement for 
cement in concrete. Rice husk ash produced at 400 °C is less 
energy-intensive than conventional rice husk ash, resulting 
in a minimized carbon footprint. The mechanical strength 
values of concrete with rice husk ash content up to 30% by 
mass suggest that it can be used in construction as a non- 
structural material. However, increasing the rice husk ash 
content results in decreased chloride penetration, which is 
often used to quantify the corrosion potential. 


Future work will include investigating the water transport 
properties and conducting a detailed life cycle assessment 
to evaluate the environmental benefits of unprocessed rice 
husk ash in construction. 
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CIVIL INFRASTRUCTURE 


Waste Foundry Sand (WFS) 
as Aggregate Replacement 
for Green Concrete 


Globally, 113 million tonnes (Mt)/year of cast metal are produced, generating 
10-20 Mt/year of waste foundry sand (WFS). In the UK alone, 200,000 tonnes 
of WFS are disposed via landfilling, challenging current efforts in tackling 
climate change and sustainable development (CO2 emissions due to 
transportation, extraction of natural resources, increase in landfill inputs). 
Concrete uses up to 90% of natural aggregate per tonne of concrete produced, 
including sand. The latter is the most extracted material in the world today. 
Approximately 40-50 billion tons of sands are mined around the globe for 
construction each year (UNEP2016). 


This work examines the use of waste foundry sand (WFS) as a replacement 
for fine aggregate (sand) in concrete. Two types of WFS supplied by Weir UK 
were used: quartz and chromite sand. After initial chemical and physical 
characterization, both types of sand were deemed suitable for use in 
construction. We compared the physical and chemical properties of both 
WFS types to river sand used for concrete production. Quartz and chromite 
WFS were finer and contained less silicon than conventional sand but richer 
in metallic ions. Leaching tests showed that WFS released metals, but their 
chloride, fluoride and sulphate content was less than river sand. WFS was 
then used in concrete at different fine aggregate replacement levels (30%, 
50% and 100%). We investigated the mechanical performance at 28 days 

of curing, water transport and durability properties. Whilst the overall 
compressive strength decreased with increasing the WFS content, samples 
subjected to freeze/thaw cycles exhibited outstanding durability performance 
with respect to their water absorption capability. Preliminary results suggest 
that WFS is an environmentally sustainable solution both for the cast metal 
industry and the construction sector, as it repurposes a material otherwise 
disposed of into a raw material for durable concrete production. 


[@) sv-nc-no | 


Q. Binti, J. Rudge, F. Jin, and R. Maddalena, ‘Waste Foundry Sand (WFS) 
as Aggregate Replacement for Green Concrete’, Proceedings of the Cardiff 
University Engineering Research Conference 2023, Cardiff, UK, pp. 52-54. 


doi.org/10.18573/conf1.m 


Keywords: 
Agricultural waste, concrete, 
strength, durability. 


Corresponding author: 
MaddalenaR@cardiffac.uk 


Waste Foundry Sand (WFS) as Aggregate Replacement 
for Green Concrete 


INTRODUCTION 


WFS is mainly made of siliceous sand (up to 95%) and 
additives (binders, clays, etc...). In the past decade, research 
has been carried out worldwide to evaluate the effect of 
WFS in aggregate replacement in concrete [1]. It has been 
found that replacement of river sand with WFS up to 30% 

in concrete resulted an increase of compressive strength 

[2]. On the other hand, replacement up to 60% resulted in 

a decrease in strength, however acceptable within certain 
limits for non structural applications (<35 MPa) [3], [4]. WSF 
was also studied as a fine aggregates replacement (up to 
40%) in self-compacting concrete, resulting in increased mix 
segregation, albeit with a 40% improvement in strength [5]. 


Although WFS is classified in the EU as a non-hazardous 
waste and its replacement up to 60-100% in concrete 

has been proposed at lab-scale, current standards in the 
construction sector allow only up to 30% by weight [6] 

[7]. One obvious reason to this limitation is the variability 
of the WFS physico-chemical properties, not only on an 
international level, but also within the same foundry 
activities. In fact, the composition of WFS depends on the 
foundry location, on the type of casting activity and binders 
used. Another factor of influence is the presence of organic 
and inorganic contaminants in the WFS that might migrate 
from the hardened concrete with time [8]. 


This work seeks to i) assess the variability of WFS stream 
composition from the Weir Minerals Europe Ltd Todmorden 
foundry to determine its physical properties (specific 
surface area and particle size) and chemical composition 
(sulphates, phosphates, phenols, chromium, etc.), and ii) 
incorporate WFS into concrete as a partial (but >30% current 
limit) or total replacement of fine aggregates. 


MATERIALS AND METHODS 


The study used various methods to analyse the physical and 
chemical properties of river sand and two waste foundry 
sands (WFS), quartz and chromite (as shown in Fig. 1). 
Particle size analysis showed that the WFS were finer than 
the river sand. XRF and XRD analysis revealed differences 

in elemental and mineral compositions among the sands, 
with the WFS containing more iron and heavy metals. Loss 
on ignition and total carbon analyses showed that the 
organic content and carbonaceous material were lower 

in the WFS compared to the river sand. Finally, pH and 
electroconductivity measurements of leachate from the 
sands suggested that the WFS would behave similarly to the 
river sand when used in concrete. 


Concrete specimens were prepared by mixing Portland 
cement (CEM II, A-L, class 32.5 MPa) with a content of 400 
kg/m3, fine and coarse aggregate, respectively river sand 
(680 kg/m3) and crushed limestone (920 kg/m3), at a 

water to binder (w/b) ratio in the range of 0.42 - 0.62. Fine 
aggregate was replaced chromite and quarts waste foundry 
sand at level of up to 100%. 


Several tests were carried out to determine the properties 
of the concrete. The bulk density was determined using 
ASTM C138 by measuring the dry and saturated unit 
weight along with its Archimedes weight. Compressive and 
splitting tensile strength tests were conducted by crushing 
and splitting the cubes and cylinders, respectively. Rapid 
chloride ion penetration was tested by sandwiching the 
samples between two chambers in a test cell and exposing 
them to NaOH and NaCl solutions with a current of 60V 
applied for 6 hours. Thermal conductivity was measured 
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using a 50 mm probe, portable sensor, and computer 
application software. Lastly, the water absorption was 
determined by immersing samples in a water tank and 
recording their mass at regular square intervals of time. 
Freezing and thawing were tested by placing oven-dried 
samples in a water bath for 8 hours and freezing them 
overnight for 20 cycles. 
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Fig. 1. River sand (1), Quartz WFS (2) and Chromite WFS (3). 


RESULTS AND DISCUSSION 


Initial studies on the chemical analysis of the WFS 
incorporated in concrete showed that Barium concentration 
increases with age in the samples, as it is present in Portland 
Cement, but this poses an environmental issue since the 
WHO drinking standards set a limit of 0.7 ppm for heavy 
metals in drinking water. Control samples and samples 

with high percentages of Chromite and Quartz show barium 
levels three times higher than the safety limit. Samples 

with Selenium also exceeded the WHO drinking standard 
limit of 0.01ppm, but the concentration reduces with curing 
age and can be reduced by increasing WFS. Although the 
trace amount of Chromium detected cannot be relied on 
due to LOD, the results suggest that concrete can sequester 
harmful contaminants, with curing age playing a role in 
containment. 


Tests on the mechanical properties showed that 
compressive strength (Fig. 2) and splitting tensile strength 
decreased as the substitution level increased due to the 
high-water content and fineness of the sands. Thermal 
conductivity decreased with increasing substitution levels, 
but water absorption decreased at all substitution levels. 
Lowering the amount of water added to the mixtures 
containing WFS could increase strength, but excessive water 
added to 100% chromite sand led to total collapse. 


Waste foundry sands as a substitute for natural sands in 
concrete can improve its properties. The study found that a 
full substitution rate is possible, and the resulting concrete 
is more durable and resistant to water and harsh chemicals. 
The concrete with waste foundry sands also performed 
better under stress and showed less internal degradation 
due to its higher density and less porous structure. The 
study also conducted tests on the concrete’s ability to 
withstand freezing and thawing cycles, which further 
boosted its mechanical properties. 
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Fig. 2. Compressive strength of specimens at different levels of fine 


aggregate replacement. 


CONCLUSIONS 


Overall, using waste foundry sands in concrete can be a 
viable and beneficial alternative to using natural sands. 
This work suggests that WFS is an environmentally 


sustainable solution for both the cast metal industry and the 


construction sector, as it repurposes a material that would 
otherwise be disposed of into a raw material for durable 
concrete production. Future work will include: 


investigating the water transport properties and 
conducting a detailed life cycle assessment to evaluate the 
environmental benefits of unprocessed rice husk ash in 
construction. 


Mechanical and durability testing (simulated harsh 
environment) to evaluate the full extent of 100% WFS 
substitution and re-grading by combining different WFS 
types and/or standard sand. 


Life cycle assessment to target infrastructure applications 
(retaining wall, pavement). 
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CIVIL INFRASTRUCTURE 


Biomimetic Materials in 
Construction Industry: 
the Necessity of Simulation 


Biomimetic materials are a possible solution to tackle the environmental and 
sustainability concerns of the construction industry. Automation in repairing 
and self-healing features can increase the durability of brittle materials which 
are susceptible to cracking. Anumber of different self-healing technologies 
have been introduced over the past two decades; however, further research 

is needed to simulate their behaviour and study their performance. 
Mathematical models are needed for design and assessment purposes. In this 
paper the formulation as well as the application of a micromechanical model 
is presented. This model can capture simultaneous fracture and healing 
processes. The results from this constitutive formulation can be implemented 
in finite element framework for simulating the boundary value, and 
multiscale problems. The model is tested for an encapsulated self-healing 
cementitious mortar and the results show that it can capture the stiffness 
recovery with an acceptable accuracy 
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INTRODUCTION 


The materials used for construction are required to 

be produced in a large volume. Despite their low 
environmental impact per unit, the overall impact on 
environment is enormous [1], due to the high-volumes 

of these materials used by the construction industry. In 
addition to the impact of producing new materials for 
buildings, the economical and environmental cost because 
of repair and maintenance are other concerns that motivate 
researchers to look for much more sustainable solutions 
[2]. Cementitious materials, lime mortar and geomaterials 
are the most frequent materials used in buildings [3]. These 
materials are brittle which means they are prone to cracking 
under tensile loading. Structural durability is significantly 
affected by cracking. Inspired by nature, researchers have 
introduced some new biomimetic techniques to enhance 
the performance of conventional materials employed in 
construction industry [4]. In particular, 


self-healing and crack closure systems have been developed 
for enhancing durability. The behaviour of these materials 
is governed by a set of coupled chemo-physical processes. 
Employing autonomous self-healing techniques such 

as micro and microencapsulation, embedding vascular 
network and using bacteria can provide the self-healing 
features for these materials in case of damage [5]. Using 
microfibres or shape memory tendons can control and 
close the crack which aids autogenous healing (i.e., 
inherent self-healing that naturally occurs in cementitious 
materials, e.g., hydration of unhydrated particles) [6]. Fig. 
1 shows schematically the different methods employed for 
developing biomimetic materials. 


Pressurized Healing agent 


Applied force (P) | 


Healed macro 
Vascular channel crack 
d LY 


Meso scale 


Fig. 1. Different self-healing practice, a) encapsulation (top), b) vascular 
network (middle) and c) fibre-reinforcing (bottom). 


Some experimental research has been undertaken to 
evaluate the performance of these materials [5-6]. However, 
a little research has been devoted to determining the 
mechanisms observed in these experiments [7]. Finding a 
reliable model which can capture the essential behaviour 
of self-healing materials is essential for assessment and 
design. 
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In the reminder of this paper the newly developed 
methodology for simulating mechanical properties of 
biomimetic material is explained. The numerical results 
for encapsulated system briefly presented in the Results 
section. 


MATERIALS AND METHODS 


The biomimetic materials used in construction industry are 
composite multiphase systems. The chemo-mechanical 
actions within these materials occur at different length 
scales. To capture the behaviour of these materials, a 
multiscale method is required that can bridge between 

the different length scales. For these purposes, the 
micromechanical formulation is adopted to simulate the 
complex behaviour of this materials. The overall mechanical 
properties are obtained through homogenization 
techniques. A hierarchical multiscale averaging method is 
employed to upscale each phase properties to the higher 
scale. Fig.2 Shows schematic procedure for projecting each 
scale properties to the desired length scale. 


Macro scale 
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Fig. 2. Schematic procedure for hierarchy homogenization and multiscale 
analysis 


The microcracking effect on the mechanical response 

is considered by assuming the formation of randomly 
distributed penny shaped microcracks inside the considered 
medium. Equation (1) shows how the effect of cracks is 
represented mathematically: 


SL(8, $) = (1 — w(0, p))DLEL (O, phi) (1) 


where s, and £; are the stress and strain local vector on a 
crack plane respectively. w is the matrix damage parameter 
and D; is the local crack plane stiffness matrix. The healing 
contribution is added to the above equation as follows: 


Sth = (1 — w)DLEL + hy Din(1 — wn) (EL — En) (2) 


where the subscript h is for declaring the healing materials. 
h, is the amount of the cracks that healed and £p is healing 
offset strain for thermodynamic consistency condition. 
These equations represent 1D crack-healing constitutive 
behaviour. The overall 3D response is derived through the 
micromechanical integration proposed by Budiansky & 
O’Connell’s method [8]. The full formulation derivation is 
explained in detail in forthcoming paper. 


The performance of the proposed model is tested for a 
distributed crack-healing scenario. A concrete cylinder 
with embedded encapsulated healing agent was tested 
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under compressive loading [9]. the degree of healing was 
measured by the stiffness recovery. The experimental 
sample details are presented in Table.1 


Material/Properties v% E(GPa) f,(MPa) 
Concrete 99.0 32 2 
Microcapsules 1 0.3 0.24 
Healing agent - 16 4.5 


Table.1. material properties 


RESULTS 


The stress-strain response under compression load is 
depicted in Fig.3. The stiffness recovery and its comparison 
with the experimental data is plotted in Fig.3. Figure 3a 
shows how the stiffness is derived before and after healing 
for the sample with 0.5% microcapsules. 


—— constitutive 


— Stiffness before healing 


35 d — -Stiffness after healing 
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f 
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Fig. 3. Numerical results; a) compressive stress-strain relation (top), and 
b) stiffness recovery comparison (bottom). 


DISCUSSION 


The results show that the overall main mechanical 
characteristics of the composite system can be captured 
through the proposed closed form formulation. 
Furthermore, the comparison between elastic moduli 

of the encapsulated systems with the different volume 
fractions indicates that microcapsules can reduce the initial 
mechanical properties of cementitious composite systems. 
Using a high-volume fraction of microcapsules can increase 
the probability of triggering and following that the healing. 
This shows the importance of simulation in finding the 
optimum dosage of microcapsules in design applications. 
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CIVIL INFRASTRUCTURE 


Characterisation of Innovative 
Mortar Formulations for the 
Restoration of Roman Mosaics 


This contribution is focused on the study of the workability and mechanical Keywords: 
properties of innovative mortars previously developed for preservation Mosaic, consolidation, mortars, 
of ancient mosaics. The new formulations are based on the study of the workability, durability. 


Vitruvian recipe for Roman mortars, respecting the compatibility criteria with 

the original material. Different additives in different concentrations have 

been added to the previous formulations with the aim of studying their role 

in improving the durability, physicochemical, and rheological properties of Corresponding author: 
the consolidating formulations. Preliminary slump tests were carried out Neva. Stucchi@iit.it 
to evaluate the effect of the additives on the workability of designed lime- 

based mortars. The achieved results highlighted the benefits of the use of 

plant-derived gel and inorganic nanoparticles in mortar mixtures, when 

added in suitable concentration. Considering these results, the best mortars 

formulations have been selected to examine in depth their mechanical 

properties. 
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INTRODUCTION 


Composition of roman mosaic stratifications were reported 
already in ancient literature. Vitruvius [1] indicates a system 
made of 5 different strata: (i) tesserae; (ii) supranucleus, a 
strata of putty lime; (iii) nucleus, a thin layer made of fine 
pozzolana, sand, air lime mortar and water; (iv) rudus, 
composed by fine and great pozzolana, putty lime and 
water; (v) statumen, a strata of rough big stone and bricks. In 
Figure 1 the scheme of the typical mosaic floor stratification 
is reported. This system has been discovered in several 
archeological sites, including Aquileia [2, 3], which has been 
well documented and recognised. 


Due to the inherent heterogeneity of the materials used 
to construct each stratum, restorers encounter several 
challenges when conserving mosaics [4]. The interaction 
of each layer with the environment causes several 
degradations, including fractures and swelling of mortar. 
This results in the loss of tesserae and, therefore, the 

loss of mosaic decoration integrity. A range of traditional 
interventions are available to address damage in mosaics 
systems, including the consolidation of different strata, 
namely (i) application of consolidants in grouting process; 
(ii) filling of cracks with injection mortars; (iii) repointing 
of lost tesserae with pastes [5-6]; and if needed (iv) 
detachment of mosaics from the original site and their 
collocation on new supports [7]. 


Tesserae 
Supra nucleus 
Nucleus 
Rudus 


Statumen 


Fig. 1. Structure of mosaic with indication of all the superficial strata. 


Operations as described in i-iii involve the use of either 
hydraulic or non-hydraulic lime mortars mixed with acrylic 
emulsions [8]. It is good practice, that the compounds 
employed for preservation are selected to be compatible 
with and sympathetic to conservation requirements, i.e. be 
physically, chemically and mechanically compatible with 
the host material [9]. So, the mortar mix design used for 
restoration is the reproduction of ancient compositions with 
modern materials, selected among which have chemical 
compositions similar to the original ones [10]. 


Fluidity is one of the most important parameters to take 

into account when dealing with the development of mortar 
pastes. The water/binder ratio is the key factor to consider 
in order to change the viscosity and workability properties 
of the formulation [11]. As early as ancient literature, the 
addition of natural organic compounds such as figs or fats to 
mortar mixtures was a practice in use [12] in order to change 
mechanical and physical characteristics. 


Nowadays, the trend towards producing greener and more 
sustainable compounds is bringing about a renewal of 

the use of plant products as additives for admixtures of 
building materials. For example, the practice of adding 
Opuntia mucilage to construction mixtures is traditional 
and currently in use among the Mexican population [13, 14] 
to improve durability and mechanical properties [15several 
Thermogravimetric Analysis (TGA], inhibit quick drying and 


59 


prevent cracking on renders [16]. Generally nanotechnology 
is used to increase or vary properties of materials [17]. 

In the last decades, several researchers tested the use of 
nanoparticles in order to change the mechanical properties 
of cements and mortar mixtures. The addition of inorganic 
nanoparticles nanoparticles increases the compressive 
strength of cement paste and mortar thanks to pozzolanic 
reactions [18]. More recently, self-healing materials have 
been developed in many fields of material science, including 
restoration of built heritage, as an alternative to the 
traditional damage prevention methods [19], [20]. 


In this research the mechanical behavior of innovative 
mortar formulations has been investigated. Taking in 
consideration Vitruvian recipes for the production of both 
nucleus and rudus, hydraulic mortars produced in order 
to have compatible hydraulic compounds for both the 
strata have been mixed with natural gel and inorganic 
nanoparticles. The effect on workability of the mixtures 
containing different proportions of additives have been 
evaluated through slump test and the results were used 
to select the best set of concentration and composition of 
additives to be studied from a mechanical point of view. 


MATERIALS AND METHODS 


Table 1 summarises the composition of the investigated 
mortars. Mix design for producing the studied mortars 

is drawn following Vitruvius’ description, with binder to 
aggregate volume ratio kept constant at 1:3. Mortar A was 
based on “Nucleus” recipe, with 100%v of cocciopesto 

as aggregate. Mortars B and C were based on “Rudus” 
composition, containing respectively 25%v and 50%v of 
sand to cocciopesto ratio. 


Mortars B Aviv w N S 
designation | v/v |s |c |w% w% w% 
A 1 - 3 | 0.04 - - 
AN_1 1 - |3 |004 l1 = 
AN_2.5 T - 3 | 0.04 2.5 
oF ea a : 
B 1 3 0.025 - - 
1 14 
BN_1 1 1 4 0.025 1 - 
BN_2.5 1 1 14 | 0.025 | 2.5 
BS_1 1 1 4 0.025 - I 
BS_2.5 1 1 14 |0.025 | - 25 
é 1 3 0.025 - - 
Doli: 
CN_1 Al 1 2 0.025 1 - 
CN_2.5 1 1 2 | 0.025 | 2.5 
cs_1 1 2 | 0.025 | - 1 
CS_2.5 1 |1 |2 eae 2.5 
1 


Table 1. Composition of investigated mortars. Designation conforms 

to the following: Binder (B), Aggregate (A); Fine Cocciopesto (C); Fine 
Quartz Sand (S). Content of Water (W%); natural gel (N%) and inorganic 
nanoparticles (S%). 
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For mortars B and C are reported the ratio of sand and 
cocciopesto used for the composition of the aggregate, 
expressed in the ratio of volume of sand on total volume 
of cocciopesto. Two types of aggregates were used, fine 
cocciopesto (granulometry < 0,4 mm) and fine quartz 
sand (grain size of 0,1-0,3 mm). Water addition was scaled 
proportionally to parity of different aggregates for the 
preparation of mixes A and C. Binder and aggregates used 
for mortar production are purchased by C.T.S. 


Mortars containing the addition of either natural gel or 
inorganic nanoparticles to A, B, and C at two concentrations 
(i.e. 1% and 2.5% by weight of mortar) were also studied. 
The nature of the inorganic nanoparticles and the plant- 
derived gel (properties and pre-treatment) cannot be 
disclosed as subject to evaluation for patent protection. The 
concentrations of additives and water are expressed in % on 
total weight. 


Mini slump tests were performed on all mortar mixtures in 
order to evaluate the change in viscosity induced by the 
different compositions. The size of the cone normally used 
for testing concrete was proportionally scaled to analyse 
small quantity of mortars in laboratory, while respecting the 
normalised procedure [21]. 


RESULTS 


Results of the first mini slump test indicated how additives 
affected viscosity and fluidity. 


In Table 2 and Table 3 mini slump test results respectively of 
mortars A, B, C and of additivated mortars (AN, BN, CN, AS, 
BS, CS) are reported. 


Mortars designations r? (cm) 
A 4,2 
B 5,1 
C 4,3 


Table 2. Results of slump test of mortar mixtures (M) A, B, C; values of the 
diameter of slump of the mortars. 


Mortars designations r? (cm) 
1% 2,5% 

AN 5,2 5,4 
BN 5 5,2 
CN 4,9 5,1 
AS 4,1 4 

BS 4,1 4,1 
cS 4,2 4,1 


Table 3. Evaluation of the diameter of slump of mortar mixtures with 
additives natural gel (AN, BN, CN) and inorganic nanoparticles (AS, BS, 
CS) in different concentrations 1%, 2,5%. 


Mixture A and C showed similar results with a slump 
diameter of ~4,2 cm. It was found that the two mortars had 
similar workability being stiff enough to maintain the shape 
of the cone. Differently, mortar B resulted to be more fluid 
and is characterized by a greater diameter of 5,1 cm. 
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Greater addition of natural gel (confidential) had increased 
the slump of mortars A and more significantly of mortar C. 
Mortar B exhibited similar slump parameters regardless of 
the amount of natural gel added. 


In all mortars, the addition of inorganic nanoparticles 
(confidential) seemed to have a negligible influence on the 
workability, i.e. slump diameter equal to 4,1 + 0,1 cm. 


DISCUSSION 


Fluidity and viscosity are the main important characteristics 
to take in consideration for the design of mortars. Slump 
test is a first step to evaluate these characteristics. Mortar A 
and C show an equal slump parameter. Increment of fluidity 
was achieved for paste B, with respect to mortar C and A. 

To parity different ratios of sand and cocciopesto, the same 
amount of water is added for mix B and C, demonstrating 
the need to scale water content to parity with a reduction in 
sand ratio. 


For mixtures A and C, the increase of slump test diameter is 
proportional to the increase of natural gel, demonstrating 
that paste fluidity increases with gel addition (confidential). 
Results suggested that the addition of plant-derived gel 
might result in a lower amount of water, further research 
will be carried out to assess the retention of water by the 
use of gel. The slump tests for mortar mixtures B were the 
same regardless of the addition of 1% gel concentration (5 
cm + 0,2) and results increase of + 0,2 with the addition of 
2.5 % of gel. No relevant changes in viscosity have been seen 
in mortars containing inorganic nanoparticles (confidential) 
additions. All mortar mixtures with this additive showed 
similar slump test values of 4,2 cm + 1 and conserved the 
cone shape of the slump test, as shown also for mixtures A 
and C. 


Based on the results presented in this work, the best mortar- 
additive formulations are selected to be studied by the 
application of mechanical test and multiple characterization 
techniques, for the definition of their physical and chemical 
characteristics. Furthermore, in the future the rheological 
properties of mortars containing natural gel as a fluidifier 
will be intensively investigated as well as the effect of 
inorganic nanoparticles addition. Tailored self-healing 
materials will be also added with the purpose to improve 
durability of the injection mortar once used for conservation 
process of mosaic system. 
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CIVIL INFRASTRUCTURE 


Modelling Buildings During 
Flood Inundation Using 
TELEMAC-2D 


Global climate change significantly increases flood risk. Inundation 

around buildings in both urban and rural areas can pose significant risk 

to life and property. Accurate and precise modelling is the key to a better 
understanding and quantification of flood risk. This study applies three 
different methods for modelling buildings within TELEMAC-2D from a dyke 
breach scenario: a) buildings excluded from the mesh; b) buildings modelled 
as elevated bathymetry; and c) buildings modelled as vegetation friction. The 
maximum flood hazard rating for each method is then calculated from the 
hydrodynamics generated by the model and compared. The results show that 
using vegetation friction to represent the buildings in the model is the most 
effective and accurate approach in evaluating the flood risk. 
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Modelling Buildings During Flood Inundation 
Using TELEMAC-2D 


INTRODUCTION 


Climate change and increasing urbanisation have left 
communities globally more exposed to flooding. Flooding 
affected 54.86 million people worldwide in 2022, directly 
causing 7,398 deaths [1]. The estimated cost of flooding in 
2019 was approximately 52 billion US dollars [2]. 


Buildings, particularly housing and commercial premises, 
are one of the primary assets at risk from flooding. When 
floodwater surrounds a structure there is a significant risk 
to life, and there can be considerable financial losses. The 
way that water flows around structures influences local 
inundation depths, flow velocities, as well as pollutant and 
debris transport. These in turn all influence the risks to 

life and property. To better understand the increasing risk, 
flooding needs to be accurately modelled. It is important 
to evaluate various modelling methods in comparison to 
one another and where possible verify them with empirical 
evidence. 


Research has focused on models with uniform buildings in 

a simplified urban district [3], porosity modelling of bulk 
areas [4] and modelling buildings with Manning’s roughness 
coefficient, reflection boundaries and raised beds [5]. 

The contrasts between bare earth models against raised 
buildings have been examined but not using a resistance 
method or exclusion for buildings [6]. Comparisons between 
similar methods as those proposed in this study have been 
made previously, but they did not use the same resistance 
formulation [7]. 


Bewdley is a village on the River Severn in Worcestershire, 
England, and is known for its frequent flooding [8]. The 
village has erectable temporary flood defences operated 

by the UK Environment Agency (EA), as well as some 
permanent embankment defences. This paper introduces 
three different approaches for modelling buildings in 
TELEMAC-2D, examining a group of buildings near the River 
Severn in Bewdley. Flood Hazard Ratings are generated for 


the different methods and comparison made between them. 


MATERIALS AND METHODS 


TELEMAC-2D is a modelling framework that simulates free 
surface flows in a two-dimensional space by solving the 
Saint-Venant depth averaged shallow water equations 
with the finite-element or finite volume methods, using an 
unstructured, irregular triangular mesh. 


In this study, the finite element method is used and the 
building zone at Bewdley adjacent to the River Seven as 
highlighted in Fig. 1 is selected for model application. 


Google 


Fig. 1. Satellite image (Google Maps) of the River Severn and part of 
Bewdley, with building outlines used in this study highlighted in red. 
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Fig. 2. Computational mesh for the domain with bottom elevation. 


The computational domain is idealised from the study site 
shown in Fig. 1. The bathymetry is assumed to incline from 
the edge of the dyke, moving across the buildings zone to 
the rightmost edge of the modelled area. The drop over 
the incline is 5m, a gradient of 1:64. This allows the model 
to drain once the dyke is breached and the inundation has 
peaked. 


Three methods are examined here for modelling buildings: 


1) BH Method: Buildings are excluded in the computational 
mesh, meaning that no hydrodynamic computations are 
carried out within the boundaries, as shown in Fig. 2. 


2) BR Method: Raising of the bed level at building locations 
is used. The mesh is raised to uniform levels of 5.8m and 
3.2m, depending on whether the building is 1 or 2 stories 
high. 


3) BV Method: Buildings are represented by the vegetation 
friction in TELEMAC-2D with a specific built-in module. It 
simulates the buildings as ultra-high friction zones with near 
zero velocity fields. Vegetation friction can be modelled as a 
linear superposition with the bed roughness [9], in this case 
Manning’s roughness coefficient. 


A= An + an" (1) 


where, A is total roughness, A’ is bed roughness and 4A” 

is vegetation resistance per unit area. With the method 
proposed by [10], it simulates vegetation as a drag 
coefficient, by considering the vegetation diameter, treated 
as a cylinder, and vegetation density as: 


Dh 
4Cp E forh < hp 
-2 
a z 1 l h forh>h, A 
ae ns or 
2K hp g 


[n V 


where Cp is the drag coefficient, D is the plant diameter, h 
is the flow depth, A is the element spacing, K is von Karman 
constant and hp is the vegetation height. It also has two 
layer flow for submerged and non-submerged vegetation. 


A dyke breach scenario simulates the rapid inundation of 
buildings as may occur during a fluvial flood. The water level 
behind the dyke rises in accordance with the symmetrical 
storm design used in ReFH2 [11]. Near the peak water level, 
the dyke breach begins over a given width and period via 
the TELEMAC-2D user function by lowering the dyke by 2 m 
over 15 minutes. This causes water to rapidly flow through 
the dyke to the building zone and the surrounding area. 
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The EA provides guidance on assessing the risk to life from 


flood waters [12]. It combines the effects of water depth and 


velocity as Flood Hazard Risk (FHR) as: 


FHR = D(V + 0.5) + DF (3) 


where D is water depth (m), V is velocity (m/s), and DF 
is a debris coefficient varying from 0-1 depending on 
local conditions. The output can then be graded with a 
numerically stepped risk classifier, shown in Table 1. 


FHR Level | Description 


Flood zone with shallow flowing 


<0.75 water or deep standing water. 


Moderate Danger for some (i.e. 
children). Danger: Flood zone with 
deep or fast flowing water. 


0.75 - 1.25 


Significant Danger for most people. 
Danger: flood zone with deep fast 
flowing water. 


1.25 - 2.50 


Extreme Danger for everyone. 
Extreme danger: flood zone with 
deep fast flowing water. 


>2.50 


Table 1. Classifications of Flood Hazard Risk 


BH Method 
Above 2.5 
1.25 to 2.5 
0.75 to 1.25 


Below 0.75 


FHR 
BR Method 


Above 2.5 
1.25 to 2.5 


BV Method 
Above 2.5 
1.25 to 2.5 
0.75 to 1.25 


Below 0.75 


Fig. 3. Maximum FHR with: (a) BH method (top), (b) BR method (middle), 
and (c) BV method (bottom). 
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RESULTS 


FHR Maps 

FHR maps were produced from the model results, which 
are shown below. Figure 3. shows the maximum FHR from 
the three methods proposed for simulating buildings. In 
general, the FHRs for the 3 methods are similar, with the 
shape and size of the extreme danger zones (>2.5) being 
nearly identical for all methods, and the other danger 
zones having the similar distributions. There are small 
discrepancies in the spaces between the buildings and 
in-between the low and medium risk zones further out from 
the buildings. 


Comparison of FHR Maps 

A direct comparison of the results took the differences 
between the maximum FHR outputs, highlighting any 
significant changes in risk profiles between methods. 


The scale used for comparisons shows minimal changes 
between +0.1 as white space. 


FHR Max Difference 
BR & BH 

Above 0.5 

0.3 to 0.5 

0.1 to 0.3 

-0.1 to 0.1 

-0.3 to -0.1 

-0.5 to -0.3 

Below -0.5 


FHR Max Difference 
BR & BV 


N O 
-0.1 to00.1 L à N S 
-0.3 to -0.1 L 


FHR Max Difference 


BV & BH lav 


Above 0.5 
0.3 to 0.5 > N 

0.1 to 0.3 B 

-0.1 to 0.1 D o 
-0.3 to -0.1 © 


-0.5 to -0.3 
Below -0.5 


Fig. 4. The difference of the maximum FHR values between: (a) BR and BH 
(top), (b) BR and BV (middle), and (c) BV and BH (bottom). 


Modelling Buildings During Flood Inundation 
Using TELEMAC-2D 


DISCUSSION 


The three methods examined in this study have broadly the 
same output when considering the general shape, size, and 
FHR classification of structures within the flow. 


The BR and BV methods are in good agreement in their FHR 
results. There are a few zones of change (Fig. 4. Part b) near 
to the buildings, but these are small, and nearly all within 
the range of 0.1 to 0.3 or -0.3 to -0.1 range. 


There are some discrepancies between the BR and BV 
methods and the output of the BH method. The BH method 
predicts significantly higher (Dark blue, -0.5 or below) FHR 
values near the front of buildings. This is accompanied by a 
zone of lower risk (Red, 0.3 to 0.5) between buildings in the 
centre of the study area. The area of the change is smaller 
for the BV method (Fig. 4. Part c) than for the BR method 
(Fig. 4. Part a). These discrepancies require further analysis, 
especially to determine which of the methods, if any, is the 
most physically realistic. 


Excluding the buildings from the mesh prevents any water 
from entering. However, buildings are not impenetrable 
structures, but are often porous to some degree. The 
exclusion method (BH) makes any porosity or overtopping 
impossible and therefore may be the less representative of 
the three methods. 


The vegetation friction method can capture building 
infiltration and storage and is simple to apply to any model. 
These advantages along with its broad agreement with the 
raised bedforms method make it potentially useful and 
applicable in modelling floodwaters. 


CONCLUSIONS 


This paper outlines three methods to model buildings on a 
flood plain during a dyke break scenario in TELEMAC-2D. 


The methods have general agreement in terms of maximum 
FHR but there are discrepancies between the BH method 
and the BV and BR methods. 


The use of vegetation friction is to the authors knowledge 

a novel method. It has acceptable model outputs and so 
could be a valid option to choose to model buildings during 
a flood event. 


Future work is needed concentrating on the discrepancies 
between methods, as well as validation cases. Models need 
to account for additional floodplain obstructions, and a 
mesh density sensitivity analysis should be completed. 
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CIVIL INFRASTRUCTURE 


Shrinkage Potential and 
Water Transport Properties of 
Self-compacting Concrete at 
Different Temperatures 


In recent years, self-compacting concrete (SCC) has gained popularity due 
to its numerous advantages. While the fresh properties of SCC have been 
extensively discussed, there is a need for further research on its durability 


properties, particularly with respect to SCC cured at different temperatures. 


The present study aims to investigate the shrinkage, water absorption rate, 
and chloride permeability of high-strength SCC cured under water at four 
different temperatures i.e., 10 °C, 20 °C, 35 °C, and 50 °C. 


The results showed that the samples which were cured at temperature 50 °C 


gained the largest shrinkage, while the samples cured at 10 °C temperature 


resulted in low shrinkage value, low sorptivity and electrical resistivity after 90 


days of curing. 
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Shrinkage Potential and Water Transport Properties of 
Self-compacting Concrete at Different Temperatures 


INTRODUCTION 


Self-compacting concrete (SCC) is a new type of high- 
performance concrete, where the concrete has a high flow 
rate and can spread into place by itself, achieving good 
consolidation without vibration and minimising segregation 
and bleeding. The SCC mix is designed to ensure that the 
mix has both fluidity and resistance to water dilution and 
segregation [1]. The SCC has excellent deformability and 
passing ability, as well as high segregation resistance that 
allows it to be used in heavily reinforced applications and 
compacted under its own weight. In addition to improving 
construction productivity and decreasing the total cost 

of the structure, SCC enhances the work environment, 

by achieving sustainable characteristics, increasing the 
practically allowable reinforcement rate, and increasing the 
construction rate and total quality of the casting structures 


[2][3] 


The fresh properties of self-compacting concrete have 

been widely researched in the last decades. However, the 
durability properties of SCC need more investigations. 
Durable concrete is concrete that has mechanical 
characteristics, protective properties, and visual appearance 
which are not adversely influenced by harsh environmental 
conditions after prolonged exposure [4]the studies that have 
addressed the use of the recycled aggregate in concrete 
subjected to freeze-thaw cycles are divergent. Thus, the 
present work suggests the use of recycled coarse aggregate 
(RCA. There are many factors that influence the durability 

of concrete and these factors can lead to concrete structure 
damage or deterioration including shrinkage, water 
absorption, and chloride permeability. 


According to [5-[6] and [7], there is a direct correlation 
between autogenous shrinkage and temperature; 
autogenous shrinkage increases with increased temperature 
where high temperatures at early ages lead to cement 
hydration which accelerate and result in a non-uniform 
distribution of calcium silicate hydrate. This results in 
increased porosity and a higher risk of shrinkage and cracks 
formation. 


The temperature, microstructure and porosity of concrete 
are some of the main factors contributing moisture 
transport in concrete. Concrete may experience a reduction 
in pH value due to the inevitable ingress of moisture with 
harmful ions [8]. In addition, the temperature plays a critical 
role in the rate of moisture transfer in concrete due to the 
fact that it can alter the pore pressure at a critical level 

to leading concrete spalling. It is reported in [9]-10] that 
concrete cured at 50 °C had a greater penetration, higher 
absorption, and higher moisture diffusivity than concrete 
cured at 20 °C. 


The objective of this study is to investigate the effects of 
curing under water at different temperatures (i.e., 10 °C, 
20 °C, 35°C and 50 °C) on high strength self-compacting 
concrete and study its shrinkage potential and water 
transport properties. 


MATERIALS AND METHODS 


Materials 

Portland cement CEM I 52.5 N was used as binder in 
accordance with [11]. A superplasticiser of Poly-Aryl-Ether 
based type [12] ,with a specific gravity of 1.07 was used. 

In this study, crushed limestone coarse aggregate with 

a specific gravity of 2.65 and a maximum size of 10 mm 
was used. River sand, sieved to a diameter of 2.0 mm and 
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specific gravity of 2.55 was used as the fine aggregate. 
The fine aggregate was substituted by a percentage of 
(30%) limestone dust with a specific gravity of 2.6 and size 
between 0.125 mm and 2 mm. 


Test methods 

The fresh properties were investigated according to [11]. 
Three SCC samples were prepared for each test, the 
samples were wrapped with plastic sheet and cured in 
water directly after casting. Cubes with size of mm3 were 
prepared for the compressive strength test. Prismatic 
moulds sized (width 280 mm and cross-section 75x75 mm2) 
were used to measure the shrinkage potential by using a 
length comparator device, as outline in the methodology 
BS EN 12390-16:2019 [20]. Measurements of rate of water 
absorption were conducted according to ASTM C1585[21]. 


In this investigation the samples were cured at 10 °C, 
20°C, 35 °C and 50 °C. Total of 12 beams were prepared 
for the shrinkage potential test, 3 beams for each curing 
temperature, and the samples were cured for 90 days. For 
the water absorption rate, 24-cylinder samples with 100 
mm diameter and 50 mm height were prepared in which 
6 samples were used for each curing temperature and 

the tests were done at 3 days and 90 days. For electrical 
resistivity test 12 cylinders with 100 mm diameter and 200 
mm height were used,and these samples were cured for 90 
days. 


RESULTS AND DISCUSSIONS 


Fresh and hardened properties 

Table 1 shows the results of fresh properties test and 
compressive strength at 28 days. The slump flow, J-ring, and 
compressive strength tests have been conducted as quality 
control to ensure this mix achieved the predicted strength. 


Slump flow Slump flow diameter 
diameter - slump flow in J-ring 


Compressive 
strength at 28 days 


670 mm 18 mm 71.2 MPa 


Table 1. Fresh and compressive strength results. 


Length change 

Fig. 1 shows the results of shrinkage potential 
measurements for all samples cured at different 
temperatures. All samples showed autogenous shrinkage 
due to the hydration process in the concrete. The largest 
shrinkage value at all ages was recorded for the samples 
cured at 50 °C in which case the shrinkage was measured 

in the range between -623.1 um/m to -653 m/m. The 
second largest shrinkage value obtained was for the sample 
that cured at 35 °C for which shrinkage value for all ages 
was in the range of -250.7 um/m to -452 um/m. When the 
temperature increases the shrinkage increases as noted 

in [6]. The lowest shrinkage value for all ages was for the 
sample that cured at 10 °C where the measurement was 
within the range of (-160.8 um/m to -291.5 um/m. Curing the 
samples at low temperatures led to slowing of hydration 
reaction in the concrete which reduced the risk of shrinkage 
[15]. 
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Curing time (days) 


—* -10°C — 20°C =A -35°C vente 50°C 


Shrinkage[um/m] 


-700 


Fig. 1. Result of shrinkage for samples cured at 10°C, 20°C,35°C and 50°C. 


Sorptivity 

The calculated sorptivity values for the samples cured 

at different temperatures are shown in Fig. 2. It can be 
observed that the sorptivity values after 3 days were within 
the range of 0.113 to 0.147 , while the values after 90 days 
test were between 0.053 and 0.135 . The lowest sorptivity 
value after 3 days was 0.113 for the curing temperature 
50°C, while after 90 days the highest sorptivity value was 
recorded for 50 °C with the 19% increase in the rate . This 
may be attributed to the fact that high curing temperatures 
accelerate the hydration reaction at the early ages, leading 
to a denser microstructure and lower absorption properties 
initially; while, at later ages, the accelerated hydration can 
result in a more porous microstructure, allowing for higher 
water absorption and higher sorptivity values [16]. The 
highest value of sorptivity at 3 days was noted for samples 
cured at 10 °C, which was 0.147 , whereas the lowest value of 
sorptivity was recorded at 90 days, which was 0.053 , where 
the sorptivity value decreased about 63% from the early age. 
This may be due to the fact that lower curing temperatures 
result in slower hydration, leading to less hydration, 
increased porosity, and higher sorptivity values at early 
ages. However, over time, continued hydration fills voids, 
reduces porosity, and creates a denser microstructure, 
resulting in lower water absorption rates [17]. 
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Fig. 2. Result of Sorptivity test for 3 days and 90 days. 
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Surface Electrical Resistivity 

Fig. 3 shows the results of the surface electrical resistivity 
test. This test is generally performed to determine chloride 
permeability within the concrete samples. It can be noted 
from Fig. 3 that the best electrical resistivity after day 1 was 
for the samples cured at 35 °C and 50 °C (2.3 kQ.cm), which 
was approximately 17% higher compared to the samples 
cured at 20 °C. This is due to the hydration process at an 
early age which was much faster at higher temperatures and 
made the hydration products fill the microstructure [18]. 


Proceedings of the Cardiff University 
Engineering Research Conference 2023 


Nevertheless, at 90 days, the samples cured at 35 °C and 50 
°C exhibited the lowest resistance values of 4.03 kQ.cm and 
3.13 kO.cm, respectively. These values were approximately 
52.8% and 96.8% lower than the resistance value observed 
for the samples cured at 20 °C, where the high curing 
temperature led to change in pore structure, which allowed 
water and aggressive materials to penetrate the concrete 
[9]-[19]. 


At the early age, the samples cured at 10 °C and 20 °C 
exhibited the lowest electrical resistivity values of 1.33 
kQ.cm and 1.96 kQ.cm, respectively. However, after 90 
days, higher electrical resistivity values of 6.06 kQ.cm and 
6.16 kQ.cm were observed for the samples cured at 10 °C 
and 20 °C, respectively. This represents a growth rate of 
approximately 78% for the 10 °C sample and 68% for the 20 
°C sample. At the early age, the hydration reaction proceeds 
slowly at lower temperatures of 10 °C and 20 °C. As a result, 
only a limited number of hydration products are formed, 
leading to increased penetration and higher porosity. 
However, as the curing period reaches 90 days, the ongoing 
hydration process results in the filling of more voids anda 
significant reduction in porosity [18]. 


—@ 10°C 


-ewt -á 35°C s..&- 50°C 


Fig. 3. Result of electrical resistivity. 


CONCLUSION 


In this study shrinkage, sorptivity and chloride permeability 
of self-compacting concrete cured at temperatures 10 °C, 20 
°C, 35 °C and 50 °C have been evaluated: 


Curing at 35 °C and 50 °C temperature led to increase 
shrinkage values, while, curing at 10 °C temperature resulted 
in the lowest shrinkage value. 


At early age of sorptivity test samples cured at low 
temperatures revealed the highest sorptivity values. 
However, at 90 days most of the samples showed lower 
sorptivity. 


Curing at temperatures 10 °C and 20 °C resulted in high 
electrical resistivity at later ages. However, curing at higher 
temperatures produced lower electrical resistivity. 


Shrinkage Potential and Water Transport Properties of 
Self-compacting Concrete at Different Temperatures 
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CIVIL INFRASTRUCTURE 


Determining Surface Velocity 


Coefficients in Headwater Streams 


tor Natural Flood Management 


With concerns about climate change, nature-based solutions for flood 

risk management have been increasing in popularity across Europe, and 
targeting headwater streams can be an effective approach by increasing forest 
floodplains through inundation of surrounding areas. However, accurately 
measuring stream discharge remains a challenge. One promising method 

is to measure the surface velocity and apply a surface velocity coefficient. 
This study investigates the determination of surface velocity coefficient 

in headwater streams using the float and current meter methods. The 
relationship between surface velocity coefficient and relative submergence 
(ratio of water depth to roughness height) is analysed. The results support 
prior modelling results that the surface velocity coefficient decreases with 
relative submergence and extend the range of prior work for very small 
relative submergence, using experimental and field observations. The surface 
velocity coefficient was observed to decrease from 0.85 to 0.53 as relative 
submergence decreased from 270000 in a smooth glass laboratory channel 
to 0.093 in a field setting. Field discharge measurements upstream of a 
channel-spanning engineered logjam were used to show used to predict local 
inundation and the uncertainty is reported. 
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INTRODUCTION 


Nature based solutions to flood risk management have 
been gaining significant traction across Europe over the last 
decade and a half with the Flood and Water Management 
ACT (2010) including a recommendation to better “work 
with natural processes” [1] due to concerns relating to the 
impacts of climate change [2]. 


Targeting headwater streams (which are often found in 
mountainous, forested regions), can result in increased 
forest floodplains by forcing inundation in areas 
surrounding these streams [3]. This approach holds 
significant promise for the deployment of Engineered Log 
Jams (ELJs) as a solution to reduce adverse catchment 
flooding [3], [4]. 


Characterising the physical properties of small water bodies, 
specifically headwater streams, is necessary for the design 
and assessment of natural flood management projects 

and of significant broader interest as headwater streams 
represent 73.4% of the UK river network [5]. 


Akey metric is stream discharge. Calculating discharge of 
small streams remains an open issue due to the prevalence 
of shallow flows, variable bed roughness, and remote site 
location that complicates implementation of traditional 
measurement methods [6]-[8]. 


The most popular method of measuring discharge is the 
velocity-area method [6]-[11], specifically the midsection 
method [7] in which discharge is calculated by measuring 
the spatial average velocity (U) and cross-sectional area () 
of a section within a uniform stretch, and then summing the 
product of the two values together as follows: 


Q Zunes a (1) 
izi iz 


Existing methods for measuring spatial average velocity 
include current meters, Acoustic Doppler Velocimetry, 
dilution gauging, remote sensing and surface Particle Image 
Velocimetry (PIV). Due to the shallow and remote nature of 
headwater streams, many of these methods are impractical 
[6]. One relatively simple method for obtaining spatial 
average velocity in headwater streams is by measuring 
surface velocity and applying a Surface Velocity Coefficient 
(A) [7]. Surface velocity can be measured using the float 
method. Ideally, an object that lies below the surface (such 
as an orange) is preferred as it has a similar specific gravity 
to water and thus is resistant to air disturbances [8]. 


Previous studies have indicated that À is highly variable and 
dependent on the conditions of the specific location being 
measured such as aspect ratio, depth, relative submergence, 
local vegetation, and Reynolds number [9]. Prior literature 
has suggested à ranges from as low as 0.552 [10] in wide 
shallow streams to 0.85 in smooth uniform prismatic 
channels. 


This study presents new measurements of surface velocity 
coefficients found in a headwater stream used for a natural 
flood management project at Nant Drysiog, Wales, UK 

(as shown in Fig. 1) and explores the range of variation of 

à with relative submergence through lab measurements 

and comparison to prior results. Study results will inform 
use of the float method in headwater streams typical of 
natural flood management projects, filling a research gap 
for channels that are wide (aspect ratio > 5) but shallow 
(relative submergence close to or of the order of flow depth). 


TA 


B = PSs ta S N me 
Fig. 1. Example of channel-spanning ELJ in a headwater stream (Nant 
Drysiog, Wales, UK, 16th February 2022. 


In this study, the float method and current meter method 
were used to determine surface velocity and spatial 
average velocity (U) respectively across a range of aspect 
ratios, stream velocities, and relative submergences. The 
float method was chosen to measure surface velocity as 

it required no heavy or expensive equipment making it 
ideal for headwater streams which are typically situated in 
remote locations or as part of monitoring programmes led 
by volunteer groups. 


Lab experiments were conducted to validate the methods 
with a built-in flow meter in a smooth rectangular channel. 
The float method was repeated multiple times with the 
aim of identifying the number of repeats necessary to 
reduce uncertainty of the method in laboratory and field 
conditions. The standard deviation was computed for all 
measurements. The discharge was then computed and 
subsequently used to calculate a dimensionless metric 
representing jam physical structure (C,) to predict local 
inundation during high flow conditions and characterise 
structural change over time. 


METHODS 


Laboratory experiments were conducted in a smooth 

glass, 17m long, 1.2m wide, and 1m deep bi-directional 
recirculating tilting flume at the Hydraulics Lab at the 
Cardiff University School of Engineering. The current meter 
(OTT MF PRO) [12] midsection method and float method 
were used to measure spatial average velocity and surface 
velocity respectively [12]. The current meter was attached to 
a wading rod and was validated using a Controlotron 1020 
Clamp-On Transit-Time Flow meter. Its software was used to 
calculate partial discharge in each section from the spatial 
average velocity and the area of the section, thus giving the 
total discharge. Since the flume is a smooth rectangular 
channel, current meter measurements were taken 

every 0.05m laterally across the cross section (b - 1.20m) 
resulting in 24 stations in total. A series of time averaged 
measurements were taken along each vertical from the bed 
to the surface at 0.2h intervals using a wading rod. Data was 
collected for ten seconds at 50Hz and then time averaged 
via the current meter software. 


In field observations, an orange was predominantly used for 
the float method. However, during low flow conditions (such 
as 8 July 2022), a stick was used instead due the orange 
diameter exceeding the depth of flow. As the site at Nant 
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Dyrsiog is well-protected by forest cover it is assumed that 
there is little wind as no surface ripples were observed [13] 
and therefore it is assumed that use of a stick did not bias 
the measurement. 


Relative Submergence (RS) was determined using the 
following relationship [14]: 

h 
RS = k (2) 
where A is the depth of flow at the point of measurement 
and k, is the equivalent Nikuradse sand grain roughness 
height as: ky = 6.8D,,. Ds, is the median sediment size. 
This was measured downstream of the ELJ by taking 1m x 
1m samples and calculating the average diameter in three 
dimensions. The upstream was measured by taking a 
sample roughly 60mm deep and performing a sieve analysis. 


RESULTS 


Float method measurements were conducted to measure 
surface velocity and compute the surface velocity 
coefficient. The number of float method repeats required 

to obtain a value within +2.5% of the moving average was 
explored in a field setting. To reduce error and obtain a more 
accurate mean float velocity, multiple repetitions of the 
measurement were conducted. On average, it took between 
10 and 20 repeats for the cumulative average to drop within 
of the set average. Fig. 2 demonstrates the number of 
repeats it took to achieve this average velocity, where a total 
of 36, 30, 30, and 30 measurements were recorded at field 
visits (Nant Drysiog, Wales, UK) on 8 July 22, 16 February 23, 
23 February 23, and 7 March 23 respectively. Dashed lines 
indicate +2.5% of the set average. 
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Fig. 2. Normalised time for float to cross measurement section relative to 
trial average. 


To provide surface velocity coefficients for headwater 
streams in order to support use of surface velocity 
measurements for discharge calculation at natural flood 
management sites, the following relationship is defined to 
relate spatial average velocity (U) over the channel cross- 
section to surface velocity (tsu): 


A= U /Usurf (3) 


where 2 is the surface velocity coefficient. 
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The lateral average flow depth ranged from 0.2m to 

0.4m for lab observations and 0.041m to 0.365m for field 
observations. The shallowest field flow depths approached 
the range of operability of the OTT MFPro current meter 
(0.04 m, [12]). In the lab the standard deviation of A ranged 
from 0.05 to 0.13; and in the field it ranged from 0.10 to 0.24 
upstream of the ELJ and from 0.05 to 0.19 downstream of 
the ELJ. 


Figure 3 below shows the values of à for a range of relative 
submergences. à was observed to remain relatively 
constant ap = 0.84 with relative submergence in flume 
experiments whilst decreasing with relative submergence 
for field conditions; with à decreasing from 0.70 to 0.53 over 
relative submergence 26.8 to 0.093. 


= = . Gong 2015 = 0.552 
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Relative Submergence = h/k 


Fig. 3. Comparison of surface velocity coefficient against relative 
submergence observed in lab and field settings. 


DISCUSSION 


Field observations extend numerical modelling results from 
[15] (black squares Fig. 3), demonstrating a decrease in A as 
Relative Submergence (RS) decreases. In their study, it was 
observed that changes in surface roughness height have 

no significant effect on the surface velocity but do slow the 
flow near the boundary, thereby reducing spatial average 
velocity. 


The observed range of à in this study supports this 
hypothesis and is in agreement with prior literature, with 
values spanning from 0.552 in shallow but wide streams 
[10] to 0.85 in smooth uniform prismatic channels [7], 
[8]. Although a direct relationship between A and RS isn’t 
explicitly documented in previous literature, the present 
results were connected to prior work by examining 
experimental conditions under which the studies were 
conducted. 


Measurements from [10] (dashed line Fig. 3) show 
consistency with our findings that shallow and wide streams 
result in a reduced à. Further support comes from the study 
by [11] (dotted line Fig. 3), which recommends using A = 0.8 
for water depths less than 2 meters and observes a decrease 
in à with hydraulic radius. This is consistent with the 
hypothesis that à reduces with RS, however, it is insufficient 
to describe the effects of very low RS as the study was 
conducted in relatively larger streams. 


Lastly, [16]’s (dash-dotted line Fig. 3) estimation of à = 0.67 
in mountainous streams also concurs with our hypothesis. 
This estimation stems from the observation of S-shaped and 
nonlogarithmic flow profiles in such streams. This lowers 
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the measurable depth of U from 0.6d to 0.5d and is due to 
the high velocity flow and exceptional drag from the cobble 
and boulder bed material impacting the flow surface. 


In addition to examination of À , field observations were 
used to record the logjam structural metric linking discharge 
to jam-generated backwater rise, C, [17]: 
31C,q? 
H, = 

2 v3» 2g 
Where H, is the backwater rise and q = O/B the discharge 
per unit channel width. 


(4) 


Discharge readings obtained in July 2022 using the float 
method and à were used to calculate C, as 15.8 + 4.5, 

which was then used to predict the extent of backwater 

rise in February 2022 based on the discharge readings 

for that month, predicting =0.393m + 0.03m compared 

to the measured = 0.365m + 0.0005m giving an absolute 
percentage error of only 7.56%. The cubic and square terms 
in (4) mean that whilst the error for C, seems large, when 
used to predict , the measurement is fairly accurate. 


The resulting values indicated that the ELJ site would 
experience localized flooding, which was observed during 
that visit and recorded in photographs. 


Bedforms were not observed in the field and thus the effect 
of bedforms such as ripples and dunes due to the presence 
of a moveable boundary is to be further explored. 


CONCLUSIONS 


Surface velocity measurements present a method for 
determining discharge in headwater streams for effective 
implementation of natural flood management techniques. 
To use surface velocity, an accurate relationship to U must 
be made using an appropriate surface velocity coefficient. 


In field and laboratory experiments, between 10 and 20 
repetitions of the float method were necessary to reduce 
uncertainty caused by human error and flow profile 
variations. The results of field observations suggest that 

for small streams with water depths less than 0.365m, 

the surface velocity coefficient decreases with relative 
submergence, ranging from 0.72 to 0.53 for to 0.093. Fora 
smooth rectangular laboratory channel, A = 0.84 + 0.084 (0). 
No trend was observed with varying relative submergence in 
the laboratory tests. 


Further analysis into the relationship between relative 
submergence and A will be conducted, in addition to 
investigation of alternative methods to compute discharge 
including rhodamine dye dilution gauging and a forced weir 
constriction method to improve accuracy of results. 
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Simulating Flood Hazard 
in Wye Valley during Storm 
Dennis using Hec-Ras 


A 2D Hec-Ras flood model is established at the middle reach of the River 
Wye, from Ross-on-Wye to Monmouth, along the English-Wales border. The 
flow conditions during Strom Dennis, which occurred on 15-16 Feb 2020 are 
used to simulate the flood extents in the study area. The flood hazard rate, 
suggested by EA, is analysed to assess the risk level of flooding in the area. 
The results show the extensive flood extents at the study site. The flood 


hazard rate map shows that large part of Wye Valley is at high risk of flooding. 
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INTRODUCTION 


In recent years, the UK has been met with some of the most 
severe flooding since records began. For example, February 
2020 was recorded as the highest peak flow[1], exceeding 
the previous record by a significant margin, with 3.5-4 times 
the average long-term flow. The recent records in 2021 and 
2022 also suggested that the events previously considered 
as extreme, are now the new normal. Over the past decades, 
the River Wye catchment, particularly in the middle reach 
(from Hereford to Monmouth), has been subjected to 
frequent and severe flooding. The flood extents in Ross-on- 
Wye during Storm Dennis in Feb 2020 were devastating to 
the local community. This study is to use an advanced 2D 
flood model - Hec-Ras to simulate that flood event in the 
area between Ross-on-Wye and Monmouth, as shown in Fig. 
1 under the storm conditions. 


MATERIALS AND METHODS 


The River Wye (Welsh: Afon Gwy) is one of Britain’s most 
scenic and un-spoilt rivers, flowing 157 miles (251 km) 
through Hay-on-Wye, Hereford and Ross-on-Wye and 
continues on through Symonds Yat, Monmouth and Tintern, 
and reaches Chepstow where it joins the Severn Estuary. It 
is the fifth longest river in the UK. The river changes from 

a spring at its source on Mount Plynlimon to a fast flowing 
upland stream to a wide meandering river towards the 
mouth of the river at Beachley, on the edge of the Forest of 
Dean. 


In this study, the middle reach of the River Wye between 
Ross-on-Wye and Monmouth as shown in Fig.1 is selected as 
the study site. 


Fig. 1. Study site: Middle reach of River Wye (blue lines, including 
connecting waterways) and the 2D computational domain (dotted line). 
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To simulate the flood events, a 2D model based on the Hec- 
Ras software is created in the study area. 


Hec-Ras is an open source software, primarily designed to 
aid channel flow analysis with an emphasis on floodplain 
determination, initially developed by the United States Army 
Corps of Engineers for use within the public sector, following 
its release to the public in 1995. It has the capability of 
modelling both one- and two-dimensional unsteady open 
channel flows, containing many continents particularly to 
understand and alleviate flooding[2]. It has been continually 
developed and updated, to include features such as dam 
break analysis[3] and flood analysis[4], and widely used in 
industry and for research. In this study, the version (6.3.1) of 
the software released in 2022, is used. 


To set up the computer model for the study site, lidar data 
with resolution of 2 m by 2 m, obtained from EA, are used as 
the bathymetry, as shown in Fig. 2. 


Fig. 2. Terrain of the study site derived from 2m Lidar data (EA) with 
computational mesh, bridges and upstream and downstream 
boundaries. 


Within the study site, there are 6 bridges across the River 
Wye, including 2 foot bridges (Fig. 2), which are fully 
implemented in the model. Fig. 3 shows the implementation 
of the longest, Bristow Bridge, along the A40 and Huntsham 
Bridge off B4229 in the model. A number of break lines 

are defined in the domain, such as that for A40, to achieve 

a better quality of the computational mesh. The mesh 
contains in total 35,193 cells, with the largest cell being 
5,560 m? and smallest cell being 306 m?. 


The flow boundary condition is set at the upstream 
boundary, using the daily measurements from the National 
River Flow Archive (nrfa.ceh.ac.uk). Since there is no 
measuring station at the upstream boundary (near Bristow 
Bridge), a combination of the daily flows at Belmont (NRFA 
Station ID: 55002), Lugwardine (55003), Yarkhill (55018) 

and Three-Elms (55032) is assumed to contribute to the 
total flow discharge in River Wye into the study site. Fig. 

4 shows the hydrograph used at the upstream boundary 
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for the period of Storm Dennis (20220212 00:00 UTC- 
20220220 00:00UTC). Normal water depth is adopted for the 
downstream boundary. 


Huntshaw Bridge 
Us hsde Bridge 


levator) 


Station (=) 


Fig. 3. 2D and Storage Area (SA) connections for bridges: (a) Bristow 
Bridge (top) and (b) Huntsham Bridge (bottom). 


Uniform Manning’s coefficient (n) of 0.035 is used in the 
model simulations. The time step is set to 5 mins and output 
interval is set 15 mins. 
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Fig. 4. Hydrograph for the upstream boundary for Storm Dennis (8 days 
from 20220212 00:00UTC). 


RESULTS 


The duration of the computation is set to 192 hrs (8 days), 
with a leading period of 36 hrs at the averaged discharge 

to establish initial flow conditions in the domain. Fig. 5(a) 
shows the maximum water depth at the study site. During 
Storm Dennis, the water depth in the upstream section 
(near Ross-on-Wye) is found to be around 5 m in the river, 
and 3 m in the flood plain. Almost all flood plain is flooded 
during the storm. In the downstream end of the domain, the 
water depth is found to be deeper, in a range of 8-10 m. The 
areas around Huntsham Farm and Saint Dubricius Church 
are severely flooded. The highest water level at Huntsham 
Bridge from the model is 23.09 mAOD, which exceeds the 
low dock level and overtops part of the bridge, as shown in 
Fig. 6. 
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The maximum flow velocity, as shown in Fig 5(b), is 
generally lower than 1 m/s, due to the river over flowing. 
However, the velocity in the downstream channel can 
exceed 3.0 m/s. 


Fig. 5. (Top) max water depth (m) and (bottom) max velocity (m/s) during 
Storm Dennis 


Eevaten m) 


Fig. 6. The highest water level at Huntshaw Bridge from the model (23.09 
mAOD). 


In order to study the flood dynamics[5], the Flood Hazard 
Rate (FHR) suggested by the EA is used in this study as: 
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where, d is water depth (m); v is velocity (m/s); and Fpep is 
a debris coefficient varying from 0~1 depending on local 

conditions. The flood hazard can be generally categorised 
into 4 groups, based on the FHR values as listed in Table 1. 


FHR Level | Description 


Flood zone with shallow flowing 
<0.75 water or deep standing water 


Moderate Danger for some (i.e. 


0.75-1.25 children). Danger: Flood zone with 
deep or fast flowing water. 
Significant Danger for most people. 

1.25 - 2.50 Danger: flood zone with deep fast 


flowing water. 


Extreme Danger for everyone. 
>2.50 Extreme danger: flood zone with 
deep fast flowing water. 


Table 1. Classifications of Flood Hazard Risk 


A FHR layer is created within HEC-RAS taking the time 
series of water depth and velocity from the model with a 
user script based on Eq. 1 during the event. The effect of 
the debris coefficient has been discounted ie. F',,,= 0.0 
across the area as the required details, (e.g. soil structure, 
flora density and presence of paving/ subsurface drainage) 
are unknown. As a result of this, the inclusion of an F’,, 
coefficient would likely be fictitious thereby reduce the 
accuracy of results. 


DISCUSSION 


Fig. 7(a) shows the FHR before the peak river discharge 
(20200215 00:00) and Fig. 7(b) shows the FHR at the 
maximum river discharge (20200216 00:00). The results 
indicate that before the peak flow discharge, where the 
inflow is at ~500 m?/s, representing a typical flood event, 
the FHR ranges predominately from low to moderate, with 
a small area being high as shown in Fig. 7(a). However, 

as shown Fig. 7(b), it is clear that the FHR increases 
considerably at the peak river discharge (~640 m?/s), which 
represents a severe flood event in the area. The FHR in the 
majority of the study site is at high risk level, whilst the area 
of moderate risk is noticeably reduced. 


To further examine the details of the flood risk level 

locally, two areas, as indicated in Fig, 7(b) as “A” and “B”, 
are selected. Area A is centred in the surrounding area of 
Ross-on-Wye, a historically flood prone area, while Area B is 
centred in Wye valley. 


For Area A, as shown in Fig. 8(a), it is clear that most of the 
area is at high risk of flooding, but most residential areas 
are at low risk or safe due to the relative high ground, but 
access to these areas is restricted, as Wilton Bridge is likely 
to be flooded. In Area B, Fig. 8(b) shows a high risk level of 
flooding in most of the area. The Huntsham farm land near 
St Dubricius Church is inundated, but the residential area 
along the west bank near the church is at low risk. 
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Fig. 7. FHR during Storm Dennis: (a) before peak discharge (top); (b) at 
the peak discharge (bottom). 
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Fig. 8. FHR during Storm Dennis at the peak discharge in: (a) Area A; (b) 
Area B (see Fig. 7(b)). 


CONCLUSIONS 


A 2D Hec-Ras flood model is established at the middle reach 
of River Wye from Ross-on-Wye to Monmouth along the 
English-Wales border. The flow conditions during Strom 
Dennis occurred on 15-16 Feb 2020 are used to simulate the 
flood extents at the study site. The FHR as suggested by EA is 
analysed to assess the risk level of flooding in the study site. 


The results indicate that under the severe flow conditions 
such as those during Storm Dennis, a large area close to the 
river course and flood plain at the study site is inundated. 
Bridges and highways are likely to be flooded. The FHR 
which combines the water depth and flow velocity indicates 
that the most area at the study site is at high risk from 
flooding. This is particularly severe in the Wye Valley, where 
the vast agricultural lands could be affected. 
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Influence of Healing Agents and 
Concrete Environment on PLA 3D 
Printed Mini-vascular Networks for 
Selt-healing Concrete Structures 


The aim of this study is to investigate the effect of alkaline environment 

and healing agents on 3D-printed Poly Lactic Acid (PLA) mini vascular 
networks (MVNs) for self-healing concrete structures. PLA is an interesting 
thermoplastic polymer for 3D printing MVNs, due to its good mechanical 
property and its sustainability. Studies conducted recently on single channel 
MVNs also known as TETs, and dual channel MVNs, or d-TETs, have indicated 
that they can effectively store either a single or two-component healing 
agents to promote the self-healing process in concrete structures. Solubility 
tests and Differential Scanning Calorimetry (DSC) analysis were conducted 
in this study to assess the degradation of PLA polymer resulting from various 
factors, including the printing process, embedment of MVNs in concrete 
matrices, and prolonged contact with healing agents such as sodium silicate 
and nanolime solutions. 
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Environment on PLA 3D Printed Mini-vascular 
Networks for Self-healing Concrete Structures 


INTRODUCTION 


Biomimicry is among the innovative methods being utilized 
in civil engineering to address the increasing need for 
construction materials that offer better and longer service- 
life performance [1-2] This approach enhances the durability 
of materials by enabling them to detect and respond to 
damage, thus reducing or eliminating the need for constant 
repair or replacement of the material. 


Recent studies on mini-vascular networks (MVNs) with 
single channels, also known as TETs, and MVNs with dual 
channels, or d-TETs, have shown that they can effectively 
hold one or two-component healing agents to facilitate self- 
healing in concrete structures [3-4]. 


TETs and d-TETs, which comprise hollow ligaments that 
interconnect to form a network with a characteristic 
dimension, specifically a maximum ligament length that 
is approximately twice the size of the largest aggregate 
particle found in the cement composite, are printed from 
Poly Lactic Acid (PLA) [5]. 


The broad spectrum of potential applications of PLA, 
including in building materials, makes it an attractive 
biopolymer at present [6-8]. Furthermore, the continuous 
growth of polymers for fuse deposition model (FDM) 
printing has been reported widely in recent years. [9-10]. 


PLA is a thermoplastic polymer, completely based on 
renewable resources and its degradation can be entrusted 
to microorganisms which would reconvert it to its monomer, 
lactic acid (LA), and carbon dioxide [11]. The durability of 

3D printed parts is largely determined by the conditions 

in which they are used and operated. As a result, these 
conditions can impact the mechanical and chemical 
properties of the parts when subjected to static or dynamic 
contact [11]. 


In this study, Solubility tests and Differential Scanning 
Calorimetry (DSC) analysis were carried out to evaluate 

the deterioration of PLA polymer caused by different 
factors, such as the printing process, embedding of MVNs in 
concrete matrices, and extended exposure to healing agents 
like sodium silicate (SS) and nanolime (NL) solutions. 


MATERIALS AND METHODS 


TETs and d-TETs were printed from clear PLA Ultimaker2® 
printer (Utrecht, The Netherlands) with a 0.25 mm nozzle, as 
represented in Fig. 1. 


Fig. 1. 3D printed single channel TET (A) and double channel d-TETs (B). 


Evaluation of PLA degradation are carried out by Infrared 
spectroscopy measurement (IR Brucker vector 2), solubility 
and swelling tests and Differential Scanning Calorimetry 
(DSC). DSC was performed using a Linseis PTA ST1000 
using and amount of polymer of about 40 mg, placed in an 
open aluminium, under nitrogen flow of 80 ml min”, with a 
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temperature ramp of 10°C min? from 30 to 250°C, depending 
on the type of measurement and polymer. 


DSC measurements were carried out on samples collected 
directly from: i) the filament roll (wire); ii) a single channel 
TETs ligament after being printing; iii) d-TET ligaments; i.e. 
internal or external channel, before and after the contact 
with nanolime (NL)and sodium silicate (SS) (and after the 
healing period). 


The solubility tests of fragments of TETs PLA were 
conducted using various solvents at room temperature, with 
a treatment duration of 48 hours. 


Some solvents, such as chloroform and styrene used for 
solubility test are widely recognized as a mutagen and 

thus potentially carcinogenic, as such its inclusion in the 
formulations is not recommended, although it has been 
included here for completeness. Indeed, the solubility tests 
use solvents both polar and non-polar, in order to take into 
account a wide range of environments from polar to non- 
polar. 


The swelling tests were conducted at room temperature 
after solubility tests, comparing the fragment before 
solubility treatment and observing the volumetric change. 


RESULTS 


In Figure 2 are reported the thermogram of the PLA samples. 
Solubility tests results are reported in Table 1. 


As can be seen in Table 2, although some solvents did 
not solubilize the PLA, a certain degree of swelling was 
observed, except for neat water. 


— wire 
—TET 
— internal empty 
—— external empty 


“| — internal NL 
—— external SS 
T J 
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\ 
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1 1 f L 
50 100 150 200 250 


Temperature (°C) 


Fig. 2. DSC measurements of various PLA samples obtained from TETS in 
different conditions. Run conditions: open aluminium crucible, sample 
40 mg, ramp 10°C/min to 250°C, nitrogen flow 80mL/min. 
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Solvents Polylactide acid (PLA) 


Dichloromethane 
Chloroform 
Diethyl ether 
Styrene 

Acrylic Acid 

Ethyl Acrylate 
Acetic Acid 
Trifluoroacetic acid 
Aqueous Na(OH) 
Aqueous Ca(OH), 
Methyl alcohol 
Ethyl alcohol 
Water 


2a Ss SS 2 a 2 oe SS 


2 


Table 1. PLA Solubility tests degradation of PLA in organic solvents, water 
and alkaline condition; Y= soluble, N=insoluble. 


Solvents Polylactide acid (PLA) 


Diethyl ether 
Styrene 
Acrylic Acid 
Ethyl Acrylate 
Acetic Acid 
Methyl alcohol 
Ethyl alcohol 
Water 


<<<<< < < 


2 


Table 2. Swelling tests of degradation of PLA in organic solvents and 
water; Y= swelling, N= no swelling. 


DISCUSSION 


It appears in Fig 2, the pure PLA wire shows the typical 
thermogram (curve 1) of the polymer suggesting the 
absence of significant amount of additives and co- 
polymers, whose presence may interfere with the typical 
behaviour of the PLA. Thermogram curves (curves 2) 
obtained from TETs’ ligament showed a displacement of 
the peak of crystallization at higher temperature (from 
108°C to 128-130°). Furthermore, the measurements show 
an even more evident displacement of the melting point 
from 177°C to 153-154°C for PLA wire and worked ones, 
respectively. It appears there are practically no effect due to 
the permanence inside the concrete (compare curve 2 with 
3 and 4). Regardless, the enthalpies of both crystallization 
and melting seem to be reduced once the PLA has been 
processed by the printer. It should be noted that precise 
enthalpy values were not measured as they were beyond 
the scope of this study and no calibration was conducted. 


This reduction in enthalpies indicates a modification in the 
polymer’s crystallinity. This behaviour is even more evident 
when the TETs are filled with sodium silicate, nano- silica 
and nano- lime (curves 5-6) suggesting the presence of these 
compounds reduce further the crystallinity of the polymer. 
No clear variations of the glass transition temperature are 
evidenced by the thermogram (curves 1-4, Tg=58-59°C), 

thus suggesting no relevant modification of the polymer 
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structure is occurred. On the contrary, curves 5-6 showed 
a displacement in range the Tg to 52-55°C suggesting a 
certain modification of the polymer structure induced by 
the presence of solvent whose adsorption may modify 
substantially such a physical property. 


According to Table 1, degradation of the material occurred in 
both an alkaline environment and in the presence of organic 
substances. To prevent this issue, a future research study 
will explore a strategy aimed at reducing the degradation of 
PLA, which will involve investigating both healing materials 
and PLA surface treatments. 


Table 2 shows that the polymer experiences swelling in 

the presence of all organic solvents except for water, which 
does not cause significant swelling of the PLA. This is in 
agreement with the results of DSC where modification of the 
thermal properties of the PLA are more evident when alkali 
and solvent are present together. 


To assess their compatibility with PLA, we tested all of these 
solvents since they are potentially used in healing polymer 
formulations. Our findings indicate that an aqueous solvent 
with mildly basic or acidic conditions would be the most 
appropriate choice. In future studies, surface treatments 
could be incorporated to safeguard the polymer bulk and 
prevent any internal modifications. 
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ADVANCED MANUFACTURING 


Accelerating Multi-step 
Sparse Reward 
Reintorcement Learning 


After the great successes of deep reinforcement learning (DRL) in recent 
years, developing methods to speed up DRL algorithms for more complex 
tasks closer to those in the real world has become increasingly important. 
In particular, there is a lack of research on long-horizon tasks that contain 
multiple subtasks or intermediate steps and can only provide sparse rewards 
at task completion point. This paper suggests to 1) use human priors to 
decompose a task and provide abstract demonstrations - the correct 
sequences of steps to guide exploration and learning, and 2) adjust the 
exploration parameters adaptively according to the online performances 
of the policy. The proposed ideas are implemented on three popular DRL 
algorithms, and experimental results on gridworld and manipulation tasks 
prove the concept and effectiveness of the proposed techniques. 
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Accelerating Multi-step Sparse Reward 
Reinforcement Learning 


INTRODUCTION 


Deep reinforcement learning (DRL) has achieved important 
progresses in the field of recommendation systems, 
computer games, navigation, economics, etc. [1]. However, 
DRL algorithms still struggle to learn tasks with long horizon, 
multiple intermediate steps, and sparse task completion 
rewards. In the real world, many robotic manipulation tasks 
exhibit such characteristics. For example, for the block- 
pushing task shown in Fig. 1, the robot needs to learn to 
open the chest before it can learn to push the block into 

the chest. With only a sparse reward signal based on task 
completion, such a task is hopeless for state-of-the-art 
continuous control DRL algorithms. This paper seeks to 
improve the performances of DRL in such tasks. 


ah a he 


Start Open door Reach block Push into chest 


Fig. 1. Visualisation of a multi-step pushing task. 


For such long horizon tasks, classic methods have 

provided successful examples of adopting manual task 
decomposition. For example, the popular task and motion 
planning (TAMP) methods employ domain languages to 
describe subtasks and skills, and search in the hybrid space 
of discrete subtasks and continuous manipulator motions 
for a solution for a long-horizon manipulation problem [2]. 
These methods, however, require the access to an accurate 
dynamic model of the world, which is one of the bottlenecks 
that limits their applications. On the other hand, this paper 
focuses on model-free DRL methods [1], which is freed 

from the assumption of having an accurate system dynamic 
model. The downside, however, is the difficulty of training 
DRL agents with a long task horizon and a sparse reward 
function. 


In previous research, human demonstrations, in the forms 
of kinesthetic motion trajectories, have been one of the 
important options to help DRL in such difficult scenarios 
[3,4]. However, these methods are not scalable due to 

the difficulty of collecting them. In response, this paper 
adopts an abstract form of demonstrations that consist of 
the correct sequences of the task steps to be learnt and 
achieved, given the access to a task decomposition scheme. 
Specifically, abstract demonstrations 1) do not encode 
human biases into the robot motions and 2) are much easier 
to collect compared to kinesthetic teaching. The idea is 
plausible because the short motion trajectories in between 
two subtasks can be learnt efficiently with hindsight 
experience replay (HER) even in the face of sparse reward 
signals [5]. 


Another issue that slows down learning is related to 

the design of the exploration strategy of DRL agents. In 
particular, most exploration strategies of DRL agents at the 
current stage is task-agnostic [6]. They are therefore not 
exactly suitable for multi-step tasks, in which the later task 
steps depend heavily on the former ones. For example, 
stacking the fourth block would require the previous blocks 
to be stacked well. As a result, the default setting of using a 
strategy that explores constantly or decays the randomness 
in a task-agnostic way [6] will have difficulty dealing with 
multi-step tasks. 
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In response to this limitation, this work suggests to adapt 
the exploration parameters of a DRL agent in accordance 
with its online performances of each task step. The main 
idea of this adaptive exploration strategy is to reduce 
unnecessary exploration when the target subtask has been 
well-learnt. 


MATERIALS AND METHODS 


This research employs the recent framework of goal- 
conditioned reinforcement learning (GRL) [5], in which 

a universal policy (a|s, g) or universal q function 

Q”(s, g, a) is optimised towards the expected maximum 
discounted cumulated future goal-based rewards 

E,[G] = [Xt=0 YR: (s, g, a)], where y € [0,1] is the 
discount factor that determines the importance of future 
rewards. The term universal implies that the policy or q 
function make decisions for a set of goals, instead of a single 
goal as in standard RL paradigm [7]. 


The following will introduce 1) the experiment tasks and the 
implementation of the goal-conditioned Markov decision 
processes (GMDPs), 2) the main learning algorithms, 3) 

the abstract demonstration method, and 4) the adaptive 
exploration method. 


Tasks and the GMDP 

To examine the effectiveness of the proposed methods, 
three robotic manipulation tasks developed in simulation 
are used in the experiments, including the ChestPush, 

the ChestPick and the BlockStack tasks from the Pybullet 
Multigoal (PMG) simulation software [8], as shown in Fig. 

2. From left to right in Fig. 2, the robot needs to 1) open the 
chest and push the block into it, 2) open the chest, grasp the 
block and drop it into the chest, and 3) pick and stack the 
blocks as indicated by the transparent spheres. 


Fig. 2. The experimented tasks. 


The GMDP descriptions of the tasks are exactly the same 

as that presented by in the simulation package [8], except 
that the representation of the goals is extended. The state 
of the system consists of the absolute positions and Euler 
orientations of the blocks, the relative positions and Euler 
orientations of the blocks w.r.t. the gripper tip, the relative 
linear and angular velocities of the blocks w.r.t. the gripper 
tip, the absolute position and velocity of the gripper tip 
and the finger width. At the beginning of an episode, the 
algorithm is given a final goal that specifies the desired 
positions of the blocks and the gripper and the desired 
width between the fingers. The algorithm gives actions 
based on the state and goal to move the gripper in the 
Cartesian space and control its finger width. It is given a 
reward of 0 when the final goal is achieved, and a reward of 
-1 otherwise. A desired goal is said to be achieved when its 
Euclidean distance to the actually achieved goal is less than 
a threshold. 
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Reinforcement Learning Algorithms 

Two RL algorithms for continuous action space tasks: deep 
deterministic policy gradient (DDPG) [9] and soft actor critic 
(SAC) [10] are employed as the base algorithms. A short 
description of the two algorithms is given below, and the 
readers are referred to the original papers for further details. 
Also, as one shall see, the proposed acceleration techniques 
described in the following subsections are not limited to 
these two algorithms. 


DDPG and SAC are both actor-critic algorithms [9,10]. 
DDPG seeks to learn a critic network, a. that predicts 
the expected return for a pair of state and action, anda 
deterministic actor network, Mg, that takes into the state 
and predicts the action that maximise the output of the 
critic network. For the goal-conditioned version, it simply 
takes the goal as an extra input to the policy and critic. 
Implementation-wise, the goal vector is concatenated into 
the input vector. As a deterministic policy agent, DDPG 
needs a behavioural policy to collect exploration data. In 
this work, the base exploration used by DDPG is the epsilon- 
Gaussian (EGa) strategy [5]: 


N (u(s), 0), ZDeE 


Uu(A), Z<eE () 


uoCals, 9) =f 
where, WV stands for anormal distribution, U stands for a 
uniform distribution, z~U(0,1) and e € [0,1]. In short, the 
EGa strategy takes a random action with probability €, and 
take the action output by the learnt policy with zero-mean 
Gaussian noise with a probability of 1 — €. The algorithm 
optimises the following objectives for the critic and the 
actor networks, respectively: 


Jpop (0') = Evs,g)~p, a=p91(s,g) [ais (s, g a)] (2) 


Jpppg(@’) ~ E(sg,ar,s)~D [ (y = Tor (S, g a))| (3) 


where, y =r +Y qg- (si, g, a |a!=nyn(s'a)) is the target 
Q value computed by the target critic network with weights, 
and are the parameters of the main policy and Q networks, 
stands for the replay buffer. 


The SAC algorithm is also an actor-critic algorithm, but 
instead employs a stochastic actor [10]. In short, SAC uses 
a neural network to predict the mean and deviations of a 
Gaussian actor policy. The main difference with DDPG is 
twofold. 


First, the SAC optimises the critic and actor not only towards 
the maximum return direction, but also the maximum policy 
entropy: 


J sac (0") os E¢s,g)~p, a~mgr(s,g) [a log Tenn — don (Ss, g a)] (4) 
1 
Tsac(w"") = Eçs,g,a,r,s)~D f (y = don(s, g a))| (5) 


where, y =r +Y ` qr- (s', g, a'lat=ngn(s'a)) — alog Tor, 
is the soft target Q value, 8” and œw” are the parameters of 
the main policy and Q networks, and æ is the temperature 
parameter. 


Secondly, the SAC algorithm conducts exploration by 
sampling from its own policy, whose randomness is 
determined by the output of the neural network. As the 
objective partly maximises the entropy of the policy, it can 
retain a certain degree of exploration without collapsing into 
a deterministic policy. 
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These two algorithms are selected because they are well- 
known representatives of recent model-free DRL algorithms. 
Also, they both retain the state-of-the-art performances of 
popular continuous control benchmarks [9,10]. However, 
they are not tailored for the kind of long-horizon and multi- 
step tasks considered in this paper, and the following will 
then introduce the two techniques that can speed up these 
two agents. 


Abstract demonstrations 

The idea of abstract demonstrations (AD) is very similar to 
the human practices of learning to build a Lego house or 
assemble a furniture using a user manual that specifies a 
series of key task steps. 


AD assumes the access to a task decomposition scheme that 
produces a set of task steps, each corresponds to a subset of 
goals in the GRL framework. In this work, the decomposition 
scheme comes from human priors, but it is certainly 
interesting to develop automated task decomposition 
methods in the future. Specifically, the given tasks are 
decomposed as follows: 


. ChestPush: push the door open reach the blue block 
push the block into the chest. 


. ChestPick: push the door open grasp the blue block 
move to the top of the chest drop the block. 


° BlockStack: grasp the first block move to the target 
position grasp the second block put it on top of the 
first one. 


Instead of providing only the final goal at the start of 
training, the agent is given the subgoals associated with the 
subtasks in the correct order. When a subgoal is achieved, 
the next one according to the demonstrations will be given, 
until the final goal is reached or the episode runs out of 
time. A parameter, 7 = 0.75 is used to control in how many 
episodes during training that the agent is demonstrated. 


Adaptive exploration 

To adapt the exploration parameters, the adaptive 
exploration (AE) method first keeps a record of the 

online performances on each subtask, and then uses the 
performance to scale the exploration parameters. The 
following will explain the implementations on the DDPG and 
SAC agents. 


For convenient usage, the average success rates of the agent 
over 30 testing episodes on each subtask are used as the 
performance metric, denoted as an-dimensional vector, 

S, where N is the number of subtasks. This evaluation run 

is performed after every training epoch (800 episodes). To 
ensure a smoothly changing behaviour of the performance 
record, the Polyak average of the success rate is used instead 
of the arithmetic mean: 


S- —(1—Ts)'S7 + 15'S (6) 


where S- is the Polyak averaged success rate vector and 
Ts = 0.3 is the update ratio. 
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To update the DDPG exploration strategy, Eq.1 is used with 
an individual e” and o” for the n-th step. All of them starts 
with €ọ = 0.2 and og = 0.05. After each evaluation run, 
these two parameters are updated as follows: 


eee: (1-sS), o -o : (1-857) (7) 


For the SAC agent, the evaluation success rates are used to 
scale the deviations predicted by the actor neural network 
for each subtask after an evaluation run: 


oSAC e goAce . a ae S-) (8) 


where @°“° is predicted by the actor network. 


RESULTS 


To examine the effectiveness of the proposed ideas, 
ablative experiments are conducted with the three robotic 
manipulation tasks. All codes are available on GitHub: 
https://github.com/lanYangChina/A-2-paper-code. 


As shown in Fig. 3, the DDPG and SAC agents are both run on 
the three tasks in their original forms (Vanilla), aided with 
abstract demonstrations (AD), and aided with both methods 
(ADAE). The first row is the performances of the DDPG 
agents, and the second row is for the SAC agents. For each 
row, the success rates correspond to the three tasks from 
left to right: ChestPush, ChestPick and BlockStack. 


In Fig. 3, both agents have substantial improvements on the 
three tasks with the help of the abstract demonstrations 
(compare the blue and green lines). As the task becomes 
more difficult (from left to right), the improvements over 
the vanilla algorithms become more obvious. This suggests 
that providing abstract demonstrations can substantially 
accelerate multi-step sparse reward reinforcement learning. 
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Fig. 3. Test success rates. 


Secondly, the adaptive exploration has gained less obvious 
performance improvements in addition to the abstract 
demonstrations (compare the orange and green lines). 
However, it does reduce the variances of the success rates, 
indicating a more stable training processes. 


89 


DISCUSSION 


The proposed abstract demonstrations and adaptive 
exploration methods have been proved in the result section 
to improve the performance of two popular DRL algorithms 
in long-horizon, multi-step and sparse reward continuous 
control tasks. 


Compared to previous studies which use motion- 

level trajectories as demonstrations [3,4], abstract 
demonstrations are much easier to collect and implement. 
However, there is no free lunch. It requires a given 

task decomposition scheme. In the future, developing 
automated task decomposition and subgoal discovery 
methods are promising directions. Also, abstraction 
demonstrations can be used along with kinesthetic 
demonstrations, when the motions in between subtasks are 
still too hard to learn by pure exploration. 


There is not much research that paid attention to task- 
oriented exploration strategy design [6]. In fact, the idea 

is compatible to use with many task-agnostic exploration 
strategies, as shown by the DDPG and SAC implementations 
in this work. For example, one can use a success rate to 
scale the noise injection rate in [11] or the random action 
probability of the popular epsilon-greedy method [7]. 


In addition to what were mentioned, more efforts are 
demanded to implement and evaluate the proposed 
methods on more realistic tasks, especially tasks with 
complex and noisy observations. For example, the 
representation and generation of subtasks and high- 
dimensional goals [12]. Such studies will also empower 
techniques in other areas of robotic research. 
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ADVANCED MANUFACTURING 


Satety tor Human-Robot 


Interaction with a Shared 


Autonomy 


Robots were placed under fixed safeguards in the early stages of robotics 
development. Safety and real-time risk assessment are not easy, especially 
when robots are in places that co-exist with humans. However, robot and 
human interaction have essential applications in human physical assistance, 
human-robot task coordination and cooperation. This paper presents our 
proposed new approach to developing shared autonomy under safety. We 
derive the shared autonomy policies and explain how safety is quantified. 
After demonstrating an experiment result, the paper describes open problems 
that will be investigated in future research activities. It also covers how it can 
have potential applications in industry, welfare, and rescue. 
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INTRODUCTION 


Robots are getting into every aspect of life. In particular, 
assistive robots are the next great innovation leap that 

will be included in the different tasks, such as the physical 
assistance of humans. Human-robot interaction has a 
significant challenge. The human model is mainly assumed 
to be a BlackBox without a clear understanding of whether 
human motion is safe and stable. And there must be real- 
time feed from the environment and humans about their 
stability and normal motion behaviour. This problem gets 
more challenging when the situation requires the human 
and robot to work in cooperation. 


Ignoring the human model has certain limitations for 
assistive robots [1-2]. This issue from the human aspect 
stops robots from getting into human’s nearby workspace. 
The main challenge is finding the human intention and 
doing risk assessment in real-time while assisting the person 
with a robot. For example, Vianello et al. [3] did studies for 
predicting the posture of human body limbs, but this study 
could have constraints due to developed leader-following 
motion controls. In addition, the heavy computations make 
these strategies challenging for real-time human-robot 
interactions [3-4]. 


The next challenge is developing a shared autonomy 
between humans and assisting robots. There have been 
some attempts to develop shared autonomy between 
inputs from human counterparts and manipulator robots’ 
controllers [5-6]. For instance, Javdani et al. [6] proposed 
a partially observable Markov decision process (POMDP) 
to guess the object the user wants to pick. In this problem, 
it was assumed automated robot does not know the priori 
goal (without desired configuration). The study shed light 
on controller design with no desired states, but there are 
remaining open problems. In this regard, the arm robot 
mainly ran with an internal controller and did not consider 
any complex trajectory that the person/patient wanted 

to control the joystick. However, assistive mobile robots 
may follow highly complex paths, spontaneously changing 
decisions for the desired goals. 


Based on the motivations mentioned earlier, we were able 
to quantify the safety of human upper body motion by 
using a spring-damper predictive model in our previous 
study [9]. Also, we proposed an assistive controller based 
on differential geometry that created corrected velocity 
inputs based on user joystick inputs and mobile wheelchair 
robot’s states [10]. In this paper, we propose a new shared 
autonomy policy that combines the predictive safety model 
that gets human conditions by IMU with our assistive 
controller and an onboard motion planner. Additionally, 
our problem is more challenging since there is an assistive 
walker robot that, with an onboard navigation system, 

tries to correct its assistance to the user (see Fig. 1) based 
on inputs from the user, assistive controller and motion 
planner. 


First, we describe the shared autonomy concept under 
safety. Next, we find out the policies for the shared 
autonomy. Next section, we explain the predictive safety 
model and its sensory design. Finally, the experiment results 
are shown for an example case. 


SHARED AUTONOMY POLICIES 


This section explains how shared autonomy is derived 
with respect to the safety and assistive controller. Next, the 
formulation is explained between robots and humans. 
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Fig. 1 presents an example scenario where the patient uses 
an assistive mobile robot. In this problem, the person’s 
information is captured with inertia measurement sensors 
(IMU). The whole concept of multi-robot cooperation 

for human assistance is given in our previous study [7]. 
Similarly, a wireless IMU sensor is attached to a person’s 
chest. Also, an assistive walker robot can autonomously 
navigate through the environment using the LiDAR sensor. 
The walker robot has a differential wheel model, and 

users with joystick inputs can get assistance. To simplify 
the problem the robot is underactuated; hence the 
information from user directly corresponds to the velocity 
and orientation of the walker but actuators work as breaks 
to support the patient during the move from one place to 
another. 


Fig. 1. Shared autonomy scenario. 


The principal inputs formula with shared autonomy policy is 
proposed as follows: 


u(t) = TAN (Dh Mu; ) (1) 


where A; € [0 — 1], u, and kare the trust ratio, arbitrary 
velocity vector and maximum number of inputs. In this 
problem, the inputs are planner, assistive controller and 
walker joystick, A=3. The inputs and trust factors for each 
system are defined as motion planner (up, àp), assistive 
controller (ua, a) and human push (uj, àj). Then, we have 
proposed two shared autonomy policy as follows: 


AjujtAquq Aquat, 

uy = A, (As) + (a-a,) (ee) (2) 
Agia tApUy+Aju; 

Uy = Ay (PPTL) + (1-Ay App 


where A, and A, are safety quantifier ratio and obstacle 
inclusion ratio on the scene, respectively. To give better 
understanding of how inputs are decided based on the level 
of risk and environment information, we can show their 
extreme conditions as follows: 


Ajuj+A 
=H ë hol 
Policy 1 = 
Aala +À 
u =e As > 0 
(3) 
AgUatApuytdA,u 
i _ ju = pup J A >1 
Policy 2 = 3 
u; = ApUy, Ao > 0 


It is clear from Eq.3 that when the trust A, is not high in 
human condition (safety input gives high error in human 
upper body motion), the input of robot actuators mainly 
relies on the assistive controller and motion planner. 


Safety for Human-Robot Interaction 
with a Shared Autonomy 


This helps to avoid unstable behaviour of the user inputs 
e.g., this can be direct force/moment to the walker by 

the user. However, when the trust is near one, the control 
input consists of human and assistive control input. In 
the second policy, the problem is a little different since 
the risk-assessment happens with the number of seeable 
obstacles in the scene where we have simply defined it by 
Ào = (An / Ao) where An and A, are areas that can be 
navigated and obstacles. Thus, when the risk is low due 
to existing low number of obstacles, the human input is 
followed with correction through the assistive controller 
with motion planner. And the planner is mainly considered 
with existing high levels of obstacles. 


We can easily develop the shared autonomy by solving 
the equations (2) for two trust ratio variables of lambda 
sub p planner and lambda sub o human inputs. Since the 
computation might be highly complicated, we leave the 
details of the stability and boundedness to another study. 


QUANTIFYING THE SAFETY INHUMAN MOTION 
AND ASSISTIVE CONTROLLER 


Quantifying the safety concerning human motion is 
important since the real-time risk assessment help assistive 
robots be more agile and dynamic in environments with 
humans. Therefore, considering human body motion 
stability and normal motion realisation rather than as 
Blackbox would be highly crucial in different scenarios. 


Our previous work [8] defined safety as human tenancy to 
have an unstable or abnormal motion concerning standard/ 
natural motions. To include the safety of the problem of 
navigation and human-robot interaction, we have used the 
chest (onboard IMU) information. A predictive safety model 
is utilised where the system is based on a spring-damper 
safety model with a reduced-dimension dataset [8]. This 
model quantifies and tracks how much human posture 
(upper body) deviates in orientation and velocity (ep, è») as 
shown in Fig. 2 based on probability dataset shown in Fig.3. 
Because the ultimate goal is to feed the information of 
safety for share autonomy, we have defined a trust ratio n, € 
[0 - 1] (smaller better) as follows: 

llepll 


Ay = kp E! + keg ee 


em êm 


(4) 


where k, and ką are the constant gains and (&m,@m ) is the 
maximum error value for orientation and velocity. 
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Fig. 2. Predictive safety model (PSM) using IMU on patient chest. 
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Fig. 3. Probability distribution for analyzing safety model of human upper 
body where and are the angular direction of gravity and norm of angular 
velocity [8]. 


Fig. 4 (below). Captured frames for the user that uses assistive walker 
with our proposed shared autonomy. 
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The motion planner that was targeted for this problem 

was considered is the time elastic band (TEB) planner. The 
motion planner not only gives the desired control inputs up 
for reaching the robot based on local and global maps with 
avoiding obstacles in the scene but also feed the obstacle 
information (An, Ao) to calculate A,. The assistive controller 
that is utilized is from our previously proposed model [9] 
based on differential geometry where it takes the vehicle 
velocity and user inputs and tries to give a corrected smooth 
velocity inputs ug as follows: 


w= [4] =3["* "| (5 


where [Uva Ua,al is the linear and angular velocity inputs 
and {ys, as, 6} are the geometric functions [9] for creating the 
assistive input with respect to user inputs u,. However, we 
have here improved the controller by dynamically changing 
its values of trust na with proportional to user disability and 
characteristics. 


RESULTS AND DISCUSSION 


To study the proposed shared autonomy behaviour, we have 
tested the concept at an example scenario. 


Fig. 4 presents the results, the scenario at the Tohoku 
University Living lab. At first, the patient is standing up 

from the bed as the sensors are tracking the patient’s safety 
level. Next, he requests to go out and a walker-supporting 
robot is sent. While the walker robot tries to navigate to the 
patient, using onboard sensors, it scans the environment for 
obstacles. After successfully stopping in the proper location, 
the user stands up and grabs the walker robot. Next, the 
assistive controller tries to react to the person’s inputs from 
grippers by giving the assist through the motion planner. 

In this part, the shared autonomy policy gets more into the 
picture. Finally, the video shows how the user navigates 
safely to the desired location, and the person sits on the 
couch. This confirms that the strategy of shared autonomy 
works properly. 


Although the strategy is promising, there are still open 
problems to research. For instance, if the user suddenly 
stops giving input, the shared autonomy policy might 
saturate and could not create a proper response based 

on the nature of equations (1)-(2). This confirms that the 
strategy has certain singular points and more careful design 
requires for real-world practical applications. Additionally, 
the delay in sensor communication and lack of high-level 
understanding of a person’s intention requires further study; 
hence, the assistive robot can be more responsive with 
considering self-efficacy. 


CONCLUSIONS 


In this paper, we propose a new shared autonomy policy 
considering human safety. We confirmed our studies with 
a simple experiment scenario. Also, the potential open 
problems in this field are discussed. 
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ADVANCED MANUFACTURING 


A Novel Hybrid Bees Regression 


Convolutional Neural Network (BA- 
RCNN) Applied to Porosity Prediction 


in Selective Laser Melting Parts 


Convolutional Neural Network (CNN) is a Deep Learning (DL) technique used 
for image analysis. CNN can be used in manufacturing, for predicting the 
percentage of porosity in the finished Selective Laser Melting (SLM) parts. This 
paper presents a new approach based on Regression Convolutional Neural 
Network (RCNN) for assessing the porosity which was better than the existing 
image binarization method. The algorithms were applied to artificial porosity 
images that were similar to the real images with a 0.9976 similarity index. 

The RCNN yielded a prediction accuracy of 75.50% compared to 68.60% for 
image binarization. After the RCNN parameters were optimized using the Bees 
Algorithm (BA), the application of the novel Bees Regression Convolutional 
Neural Network (BA-RCNN) improved the porosity prediction accuracy further 
to 85.33%. When three noise levels were used to examine its sensitivity to 
noise, the novel hybrid BA-RCNN was found to be less sensitive to noise. 


[@)ev-nc-no | 

N.M.H. Alamri, M.S. Packianather, and S. Bigot, ‘A Novel Hybrid Bees 
Regression Convolutional Neural Network (BA-RCNN) Applied to Porosity 
Prediction in Selective Laser Melting Parts’, Proceedings of the Cardiff 
University Engineering Research Conference 2023, Cardiff, UK, pp. 95-99. 


doi.org/10.18573/confl.w 


Keywords: 

Deep learning (DL), convolutional 
neural network (CNN), bees regression 
convolutional neural network (BA- 
RCNN), porosity prediction, selective 
laser melting (SLM). 


Corresponding author: 
AlamriNM@cardiff.ac.uk 


96 


INTRODUCTION 


Artificial Intelligence (Al) allows machines to perform tasks 
that require human intelligence [1]. Deep Learning (DL) is 
one of the most popular Al techniques that can model high- 
dimensional data and investigate complex patterns [2,3]. 

It has the advantage of automatic feature extraction which 
makes DL better than normal artificial neural networks [4]. 
One of the most popular DL algorithms is Convolutional 
Neural Network (CNN) which is used mainly for image 
analysis whether for classification or prediction [4]. CNN can 
be used in different contexts such as in the manufacturing 
field, particularly to predict the percentage of porosity in 
the parts manufactured by the Selective Laser Melting (SLM) 
process. 


This paper presents a new approach based on the use of 

a Regression Convolutional Neural Network (RCNN) and 
Bees Regression Convolutional Neural Network (BA-RCNN) 
for assessing porosity better than the existing image 
binarization method. The drawback of the existing image 
binarization method is in determining the proper threshold 
to binarize the CT scan slices of the finished parts in order 
to highlight the porosity as a foreground. This method is 
sensitive to the noise created in the image background 

due to the mutual influence of CT setup and radiodensity 
variation [5]. If higher greyscale is selected, then the noise 
will be shown as foreground which overestimates the 
percentage of porosity. However, selecting low greyscale 
would lead to altering the morphological features which 
underestimates the percentage of porosity. So, it is 

difficult to compensate for these variations with a unique 
greyscale [5]. The authors in [5] estimated the porosity in 
the finished parts manufactured by the SLM process using 

a naturalized threshold in order to evaluate the greyscale 
issue. They found that the trend of the predicted percentage 
of porosity using image binarization is similar to the trend 
of the predicted values using the Archimedes method. 

They concluded that a naturalized greyscale method is 

not the best approach to assessing the porosity in the 
finished parts manufactured by the SLM process because it 
is sensitive to the noise created in the image background. 
Such limitation is present in one of the two main methods 
used for porosity assessment [6]. So, the contribution of the 
paper is proposing a new approach based on the CNN which 
is less sensitive to the noise created in the CT scan slices 
providing a more accurate prediction for the percentage of 
porosity in the finished SLM parts. The structure of the paper 
consists of the methods section describing the BA-RCNN 
algorithm used for porosity assessment, then the results 
and discussion section showing the results of applying the 
image binarization method, RCNN, and BA-RCNN algorithms 
to predict the percentage of porosity in the finished SLM 
parts and discussing the comparative results in terms of 
sensitivity toward the noise in the artificial porosity images. 
Finally, the conclusion section concludes the paper and 
recommends future work. 


METHODS 


This section shows the architecture of the hybrid BA-RCNN 
algorithm used to predict the percentage of porosity in 

the finished SLM parts without the difficult thresholding 
step used in the existing image binarization method. The 
CNN architecture starts with an input layer which is a 
matrix of pixel brightness values with a size based on the 
height, width, and number of channels of the images. Then, 
the feature learning layers come with five convolutional 
layers that allow for learning the image features using 

the convolutional filters which are matrices of weights 
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multiplied by the input matrix yielding the feature map 
matrix [7], the convolutional layers are followed by rectified 
linear unit layers to increase the training speed [8] and batch 
normalization layers to mitigate the overfitting issue [9] 
with four average pooling layers in between to reduce the 
output dimensions which minimizes the computational cost 
[10], the average pooling type is selected because the image 
background is lighter than the foreground [11]. Finally, the 
fully connected layer and regression layer are used for the 
prediction task providing the predicted values, so the total 
number of layers is 22 layers. 


Stochastic Gradient Descent with Momentum (SGDM) is 
used to train the BA-RCNN algorithm [9] along with the 
Bees Algorithm (BA) which is used to optimize the CNN four 
parameters namely Section Depth (SD) that controls the 
network depth, the Initial Learning Rate (ILR) that allows 
for features learning, the Momentum (M) that updates 

the parameters, and the Regularization (R) that prevents 
overfitting [12]. The advantage of using BA is in the global, 
local, and intense searches applied in the algorithm to 

find the optimal solutions [13,14]. The values for the BA 
parameters are selected based on computer capability and 
equations shown in [15] as shown in the following Table 1: 


Parameter Equation Value 
Iteration - 1 
Scout Bees - 4 
Selected Bees 0.5 * Scout Bees 2 
Elite Sites - 1 
Bess for Elite Sites 2 * Selected Bees 4 
Bees for Other Sites 0.5 * Scout Bees 2 


0.1 * (Max - Min) 


SD =0.1 * (3-1) 0.2 
Neighbourhood Size ILR=0.1* (1- 1le-2) 0.099 
M=0.1 * (0.98 - 0.8) 0.018 


R=0.1*(1e-2-1e-10) 0.001 


Table 1. BA Parameters Values. 


Figure 1 shows the steps for the novel BA-RCNN: 


Loading the datasets 
Defining training, validation and testing sets 
1 
Defining CNN architecture described previously 
Specifying the objective function for BA (minimizing the prediction error) 
Defining optimization variables mentioned previously 
Assigning BA nae as mentioned previously 
Initializing empty bee rates of position and error 
Initializing bees array 
Creating new solutions to opinie the four parameters 
1 
Sorting the solutions 
Updating the best patie found ever 
| 
Creating an array to hold the best solutions 
I 
Defining BA main loop for elite sites 
Selecting jit sites 


| 
Abandoning non-sclected sites 


Fig. 1. The steps for the BA-RCNN [16]. 


A Novel Hybrid Bees Regression Convolutional Neural 
Network (BA-RCNN) Applied to Porosity Prediction in 
Selective Laser Melting Parts 


Testing the BA-RCNN algorithm requires a large amount of 
experimental data which is not cost-effective, so the 3000 
artificial porosity images created in [16] are used to predict 
the percentage of porosity. Different pores numbers and 
pores diameters were generated based on laser power and 
scanning speed and then the pores were positioned in 30 
cubes, the images were created by slicing the 30 cubes into 
100 slices each resulting in 3000 slices of pores mimicking 
the CT scans of the finished SLM parts with a similarity index 
of 0.9976. The artificial porosity images were overlayed 

with the noisy background of real images. So, the noise is 
determined based on the degree of overlaying which is a 
factor with a value between 0 and 1 [17]. Thus, with a factor 
of 1, the pore image is shown without noisy background and 
with a factor of 0, the noisy background is shown without 
pores. A factor of 0.125 was selected in [16] to visually be the 
best value that combined both pore and noisy background. 
In order to test the sensitivity toward the noise, two more 
factors are arbitrarily selected which are 0.2 and 0.25 
resulting in more noisy images. 


The following figure 2 shows an illustrative example of the 
noisy slices highlighting the pores within the circles along 
with the binarized image: 


of 


Fig. 2. The Artificial Image with Noise of 0.2 (Left - Pores are Inside the 
Rings) Vs The Binarized Artificial Image (Right - Pores are Visible). 


The MATLAB platform is used to design the CNN architecture 
and apply BA to optimize its parameters. A single GBU with 
256 GB is used to analyse 3000 images with a size of (650 * 
630 * 3). The images are shuffled at every epoch of the 20 
epochs [18] and the training, validation and testing sets are 
selected randomly after each shuffle in order to minimize 
the data biases and improve the validity of the experiments 
[19]. The 3000 slices are divided into 1800 images used for 
training, 600 images for validation, and the same for the 
testing set. 


RESULTS AND DISCUSSION 


This section shows the results of applying the image 
binarization method, RCNN, and BA-RCNN algorithms to 
predict the percentage of porosity in the finished SLM parts. 
The following table 2 shows the prediction accuracy for the 
three methods with a 0.125 level of noise [16] and within the 
acceptable threshold of 0.02: 


Method Prediction Accuracy 
Image Binarization 68.60% 
RCNN 75.50% 
BA-RCNN 85.33% 


Table 2. Porosity Prediction Accuracy. 
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Applying the RCNN on 3000 slices of the artificial porosity 
images, improved porosity prediction accuracy from 68.60% 
for the image binarization method to 75.50% for the RCNN, 
while integrating BA produced the best prediction accuracy 
with a value of 85.33% which is approximately 17% better 
than existing image binarization method. 


Applying the image binarization method to 3000 slices with 
three different levels of noise (0.125, 0.2 and 0.25) results in 
the following table 3 which shows the prediction accuracy 
for the percentage of porosity: 


Level of Noise Prediction Accuracy 


0.125 68.60% 
0.2 40.73% 
0.25 26.60% 


Table 3. Porosity Prediction Accuracy using Image Binarization Method 
with Different Levels of Noise. 


Similarly, the hybrid BA-RCNN algorithm is applied to 
artificial porosity images with the same three levels of 
noise. The following table 4 shows the testing accuracy for 
predicting the percentage of porosity: 


Level of Noise Prediction Accuracy 


0.125 85.33% 
0.2 79.21% 
0.25 77.33% 


Table 4. Porosity Prediction Accuracy using BA-RCNN algorithm with 
Different Levels of Noise. 


To clearly investigate the variations in the prediction 
accuracy, the following figure 3 is created which presents 
the accuracies at different levels of noise: 


Prediction Accuracy for Percent of Porosity at 
Different Levels of Noise 


50.8 ame 


0.125 0.2 0.25 
Levels of Noise 


— limage Binarization Method —BA-RCNN Algorithm 


Fig. 3. Porosity Prediction Accuracy with Different Levels of Noise. 


As can be seen from the figure, the difference between the 
minimum and maximum accuracy in the BA-RCNN algorithm 
is less than the range of accuracies in the image binarization 
method, so it is concluded that the BA-RCNN algorithm is 
less sensitive to noise. The convolutional filters in CNN that 
slide along the pixel brightness input matrix can deal with 
the level of noise in the artificial porosity images so that the 
creation of the feature map matrix is not affected [7]. On the 
other hand, the image binarization method is affected by 
the level of noise as increasing the sensitivity factors [20] to 
binarize the images reduces the black spots resulting from 
the noisy background, but it alters the pores’ morphological 
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feature dramatically resulting in underestimating the 
percentage of porosity. If the sensitivity factor is decreased, 
the black spots appear more in the binarized images 

which overestimate the percentage of porosity. So, these 
thresholds would result in significantly different predictions 
of porosity levels. 


CONCLUSIONS 


In this paper, a novel hybrid Bees Regression Convolutional 
Neural Network (BA-RCNN) applied to porosity percentage 
prediction in SLM parts has been presented. Applying the 
RCNN algorithm yielded a prediction accuracy of 75.50% 
compared to 68.60% for the image binarization method. 
After the RCNN parameters were optimized using the BA, 
the application of the novel BA-RCNN has been found to 
improve the prediction accuracy further to 85.33%. Three 
different noise levels were used to examine its sensitivity to 
noise, and the results showed that the novel BA-RCNN to be 
less sensitive to noise compared to the image binarization 
method. Future work will consider applying the novel BA- 
RCNN to real porosity images. 
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ADVANCED MANUFACTURING 


The Research on Mechanical 
Properties and Compressive 
Behavior of Graphene Foam 
with Multi-scale Model 


Computational simulation is an effective method to study the deformation 
mechanism and mechanical behaviour of graphene-based porous materials. 
However, due to limitations in computational methods and costs, existing 
research model deviate significantly from the real material in terms of the 
scale of structure. Therefore, building a highly accurate computational model 
and maintaining an appropriate cost is both necessary and challenging. This 
paper proposed a multi-scale modelling approach for finite element (FE) 
analysis based on the concept of structural hierarchy. The stochastic feature 
of the microstructure of porous materials are also considered. The simulation 
results of the regular structure model and the Voronoi tessellation model are 
compared to investigate the effect of regularity on the material properties. 
Despite some shortcomings, other microstructural features of porous 
graphene materials can be gradually introduced to improve the material 
model step by step. Thus the developed multiscale model has great potential 
to simulate the properties of materials with mesoscopic size structure such as 
graphene foam (GF). 
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INTRODUCTION 


Graphene foam (GF) is a promising multifunctional 

material for military, energy, and aerospace industry. The 
materials have excellent mechanical, thermal, and electrical 
properties due to the combination of the two-dimensional 
characteristics of graphene with the three-dimensional 

(3D) structural features of porous materials. However, the 
conflicting demands of different properties on structural 
parameters, such as varying requirements of mechanical 
and electrical properties for material density, result in 
multifunctional applications of GF remaining a challenge. 

In the past few years, several molecular dynamics (MD) 
models have been developed to investigate the relationship 
between the meso-structural characteristics of graphene 
porous materials and their mechanical properties. 


Qin et al. [1] constructed an all-atom molecular dynamics 
(AAMD) GF model by mimicking the process of GF synthesis 
by CVD. Based on the model, they calculated the basic 
mechanical properties of GF, such as young’s modulus, 
buckling modulus, tensile strength, and compressive 
strength, under different density. To explore relationship 
between the density and tensile response of GF, Patil et 

al. [2] investigated the deformation behaviour of GF under 
uniaxial tension by using a MD model. They proposed 

a power law dependence on the density for the tensile 
strength of this material. To expand the simulation domain 
of the MD method, the coarse-grained molecular dynamics 
(CGMD) method has also been developed by some scientists. 
Wang et al. [3] developed a CGMD model based on the CG 
model of graphene in the work of Cranford and Buehler 
[4]. Using their MD model, Wang’s team studied the elastic 
deformation behaviour of GF by observing the evolution of 
microstructure of the material under uniaxial compression. 
In another two works, they also discussed the energy 
dissipative mechanism [5]and the characteristics of high 
elasticity of GF[6]. Their works are useful for understanding 
GF elasticity behaviour. 


Similarly, Pan et al. [7] used the CGMD model to analyse 
the compression and recovery behaviour of GF with hole 
wall under large strain. The mesoscopic evolution of 
structure and the deformation trends of the graphene walls 
in GF were also studied. They revealed that the multilevel 
residual deformation is distributed to the mechanical 
interlocking behaviour among the hole-flakes. It should 

be noted, however, that due to the modelling mechanism 
and approach of MD models, even the CGMD models differ 
in scale from the real GF material by two to four orders of 
magnitude. Hence, the simulation results do not match the 
real material properties, which makes it difficult to provide 
effective guidance for the study of macroscopic materials 
properties. 


The mechanical properties of graphene foams (GF) are 
intricately linked to both the microstructure and the 
macrostructural design of the material. On a microscopic 
scale, GF exhibits a multitude of irregular unit cells, and 

the non-uniformity in their structure significantly impacts 
the material’s properties. However, it’s worth noting that 
the individual unit cells tend to have nearly tetrahedral 
shapes, and the size distribution of these cells remains 
relatively constrained. Consequently, the morphological 
disparities and microstructural heterogeneity among 

GF cells exert only a minimal influence on the material’s 
macroscopic behaviour. Building upon insights and research 
from prior studies, this paper introduces a cell model that 
closely mimics the microstructure of GF. This model is 
constructed and simulated using the finite element method. 
Furthermore, by applying periodic boundary conditions, 
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the cell model is scaled up to represent a structure with 
macroscopic dimensions. This approach allows for the 
modelling and analysis of GF’s multi-scale structure. The 
impact of cell regularity is also investigated using various 
cell models. Through these models, it becomes possible 
to effectively predict and calculate the properties of 
macroscopic-scale materials structured in the manner 
of graphene foam. This research facilitates a deeper 
understanding of the mechanical behaviour of GF and 
contributes to the ability to make accurate predictions and 
assessments of graphene foam-structured materials on a 
macroscopic level. 


METHODOLOGY 


The key aspect of this study is the modelling of the 
geometrical features (GF), with a particular focus on the 

cell model. In this paper, the Kelvin cell structure, which is 
the most used regular cell structure in porous modelling, 

is introduced to create a fully regular finite element model. 
The Kelvin cell structure, recognized for its typical Body- 
Centred Cubic (BCC) configuration, is composed of a 
four-open decahedron consisting of eight hexagonal and six 
square faces. 


Fig. 1. (a) The schematic of Voronoi foam model and (b) inclusion 
packaging code; (c) 3D reconstructed X-ray microtomography image; 
(c)SEM image of GF [8]. 


Additionally, 12 triangular plates are included in the model 
to create a cell model with a periodic boundary structure. 
This structure is widely adopted as a simplified regular 
structure for foams due to its excellent resemblance to 
actual foam shapes. 


Periodic boundary conditions are imposed on the unitary 
model according to the methodology given in a previous 
paper[9]. Here, the relative density is used as a parameter to 
calculate the elastic properties of the models with different 
structural dimensions. The relative density p can be 
obtained according to the following equation: 


t ty? 
p= 1.1857 — 0.4622 () (1) 


Where ris the thickness of wall of model, L is the edge 
length of Kelvin model. 
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Apply periodic boundary condition 
RVE model 


Fig.2. The schematic of GF multiscale model. 


Furthermore, the study explores the possibility of 
constructing an irregular 3D foam structure model based on 
the Voronoi tessellation algorithm. This algorithm divides 
the simulation domain around each randomly generated 
seed into regions closest to the respective seed. The model 
generated through this algorithm is more in line with the 
way real foams naturally form and exhibits a desirable 

level of randomness. To construct the irregular cell model 
using the Voronoi tessellation algorithm, a minimum 
allowable distance denoted as 6 is introduced to regulate 
the separation between the points used as seeds for the 
tessellation process. The value of & can be employed to 
control the extent of irregularity in the resulting foam 
structure. For the creation of a regular lattice containing 
identical tetrakaidekahedral cells within the volume v, a 
minimum distance denoted as d, between any two adjacent 
points is determined using equation below [10]: 


V6/ Vy \"/3 
o= F Ga) a 
This minimum distance calculation likely ensures that the 
tessellation process yields a structured and consistent 
irregular foam model. To obtain n cells by tessellating a 
space of volume V, with Voronoi tessellation, the maximum 
ô should be less than dy; otherwise, it will result in a lack of 
cells. In this cubic RVE case, to construct a random Voronoi 
tessellation with 7 cells in an Z x L x L cubic RVE space, the 
maximum 6 should be: 


vo L 
Smax = 7 ep3 (3) 


When 6 is equal to 1, the three-dimensional Voronoi lattice 
is completely regular and is a cubic lattice with closed-hole 
Kelvin cells. Here four unitary models with different degrees 
of regularity (0.2,0.4,0.6,0.8) are constructed to compare 
with the fully regular model. 


Based on these cell models, representative volume 
element (RVE) models with different microstructures are 
constructed. Simulation analysis of the macroscopic model 
of the GF can be achieved by imposing periodic boundary 
conditions on the RVE model. The focus here is to calculate 
the elastic properties of the GF multiscale model through 
six loading cases (three pure shear cases and three uniaxial 
compression cases), as shown in Fig 3. 
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Uniaxial Compression: 
E11 E22 E33 


Pure Shear: 
G12 G13 G23 


Fig. 3. The schematic of configuration and load case of GF model. 


RESULTS AND DISCUSSION 


As the BCC cell model is symmetrical about three 
orthogonal planes, material properties based on this model 
can be obtained directly from the simulation results of the 
individual cell model. 


—#-— Young's Modulus (GPa) —=— Shear Modulus (GPa) 
Pile Poisson Ratio —#— Degree of regularity 


0.2792 16-4 1.12 
32 
0.2788 1.14 
12 
0.2784 + 24 1.10 
8 
0.2780 
16 1.09 
0.2776 
8 4 1.08 
0.2772 
(o) o 1.07 
0 2 4 6 8 10 
Relative Density (%) 


Fig. 4. Elastic properties of GF model with different relative densities. 


In ABAQUS, the elastic parameters of the perfect RVE 

model are calculated under 6 loading conditions (3 uniaxial 
compression and 3 pure shear conditions). The elastic 
properties of GA are calculated to be approximately linearly 
related to the relative density of the material. The fitting 
polynomial functions of the elastic properties are shown as 
below : 


E 2 

64 = 0,3435 (=) + 0.1803 (=) (4) 
Eg Pg Pg 

G p Pea) 

Z4 = 0.1438 (=) + 0.1308 (=) (5) 
Gg Pg Pg 


Eca Pea Gca(Eg: Pg» Gg) is elastic modulus, density, and shear 
modulus of GF (graphene materials), respectively. 


For irregular models, models with different degrees of 
regularity were constructed as shown in the following Fig 5. 


The Research on Mechanical Properties and Compressive 
Behavior of Graphene Foam with Multi-scale Model 


Fig. 5. RVE GF model with different regularity 5. a) 5=1; b) 6=0.2; c) 8=0.4; 
d) 5=0.6; e) 5=0.8. 


The properties of the GF models with respect to the degree 
of regularity are shown in Fig 6. It can be seen that, the 
kelvin cell model, on the other hand, has an overall higher 
performance than the irregular model due to the regular 
symmetry of the structure. Whereas, influenced by the 
degree of irregularity, there is some fluctuation in the 
material properties of the irregular model when evaluating 
the calculated properties, but the deviation is generally 
around 5%. 


—-—- Elastic Modulus (MPa) 
—#— Shear Modulus (MPa) —m— Poisson 


420 0.30 170 
400 0.28 160 
380 

0.26 150 
360 
340 0.24 140 
320 0.22 130 
300 0.20 4 120 
280 

0.18 4 110 
260 

0.2 0.4 0.6 0.8 1.0 
Degree of Regularity 


Fig. 6. Comparison of elastic properties of GFs with different regularities. 


Here, the degree of anisotropy of different model with 
various regularity are discussed as shown in Fig 7. The 
degree of anisotropy (DOA) is obtained by the following 
formula [11]. 


2%* (Sy, — S12) 2*(1+v)*G 
Sag E 


DOA (6) 
Where S_ij is elastic constants; E is elastic modulus; v is the 
Poisson ratio; Gis the shear modulus. 


The degree of anisotropy will be higher than several other 
irregularity models when a regularity model close to 0.6 is 
used. 
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1.08 


1.05 


1.02 


0.99 


0.96 


Degree of Anisotropy 


0.93 


0.90 


0.2 0.4 0.6 0.8 1.0 
Degree of Regularity 


Fig. 7. Degree of anisotropy of GFs with different regularities. 


CONCLUSION 


This modelling approach allows the deformation of 

the RVE model to be used to analyse the influence of 

the microstructure on the material properties, while 

the periodic boundary method is used to predict the 
mechanical properties of the calculated macro size material. 
The construction of a suitable cell model is therefore the 
key to this approach. There are some differences between 
the BCC model and the real material structure, but these 
differences are reduced when the number of RVE cells in 
the macroscopic model of the material is sufficiently large. 
When the size of the macroscopic model is large enough, 
the effect of inhomogeneities in the microstructure of the 
material on the mechanical properties of the material is 
greatly diminished. However, this model can overestimate 
the mechanical properties of the material due to the 
relatively perfect structure. The anisotropic graphene 
foam model based on Voronoi lattice is closer to the real 
microstructure in terms of topology (distribution of faces, 
edges, and vertices). However, considering the actual 
computational workload, the prediction accuracy of the 
model constructed by this algorithm is not significantly 
better than that of the model constructed by BCC. 


Both cell structure modelling methods still have a great 
potential for development, such as introducing defects 

and inhomogeneous material distribution present in 

real materials to bring the RVE model closer to the 
microstructure of the material. In addition, as the main 
constituent material of the material wall, the graphene 
sheet is also affected by the thickness and inhomogeneity of 
the material, etc., and its elastic property parameters need 
to be further considered. 
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ADVANCED MANUFACTURING 


Developing Antibacterial 
Nanocomposites 


After the pandemic, we became more aware of microorganisms around us Keywords: 

and realized how these creatures could affect our health and environment. Nanocomposites, PDDA, 

In this regard, this project was planned to prepare polymer-based antibacterial, graphene oxide, 
nanocomposites with antibacterial properties. This study selected a cationic cationic polymer. 


polymer, poly (diallyl dimethylammonium) chloride (PDDA), along with 

graphene oxide reinforcement to achieve this goal. The mechanical and 

thermal properties of PDDA, GO, and the prepared PDDA-GO nanocomposite Corresponding author: 
will be characterized by dynamic mechanical analysis (DMA) and differential EatonM@cardiff.ac.uk 
scanning calorimetry (DSC). A high glass transition (Tg) (around 250°C) has 

been identified with DSC and DMA for the PDDA. The minimum inhibitory 

concentration (MIC) technique was used to study their antimicrobial activities 

against Staphylococcus aureus and Escherichia coli. The early results for the 

PDDA were shown to be moderately effective against E. coli and S. aureus, 

with values of 64 and 16 ug/mL, respectively. 
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INTRODUCTION 


Over the past decades, nanomaterials and polymer 
nanocomposites have gained massive engagement in 
various fields; For instance, biomedical applications 

[1], sensors and biosensors [2], and tissue and scaffold 
engineering [3]. Materials at the nanometre scale permit the 
designing and generating of new products with outstanding 
performance and enhanced characteristics [4]. 


Nanocomposites have a solid structure in which the distance 
between the phases includes at least a dimension with 
nanoscale size [5]. Composites generally have two “matrix” 
and “reinforcement” phases. There are three prevalent 
matrices, polymer, metal, and ceramic, with reinforcement 
in various forms such as lamina, fillers, fibre (short and 
continuous), flake, and particles. 


Herein, we aim to prepare polymer-based with reinforcing 
graphene oxide nanocomposites with potential 
antimicrobial properties. Polymers as nanocomposite 
matrices can have almost the same mechanical and thermal 
properties as metal and ceramics matrices with easier and 
more affordable processing [6]. 


With the development of nanotechnology, novel 
nanomaterials have been proposed with considerable 
antimicrobial activity, especially in the nanocomposite 
forms [7]. Nanomaterials like graphene and its derivatives, 
oxide nanoparticles, carbon nanotubes, etc., have been 
used as fillers in nanocomposites with incredible outcomes 


[8]. 


Among them, graphene oxide (GO), Due to the presence 

of these functional groups such as epoxy, carbonyl and 
hydroxyl functional groups, is the most accustomed one and 
can be dispersed in water, which caused it to be favoured for 
biomedical applications [9]. 


Moreover, graphene oxide, has been successfully used 

as a reinforcement for polymers owing to its outstanding 
thermal, mechanical, and electrical properties. The 
exfoliation and good dispersion of GO, along with a strong 
interface interaction between GO and polymer, are crucial to 
observe such property enhancements [10]. 


Furthermore, graphene oxide, due to its outstanding 
thermal, mechanical and electrical properties, has been 
successfully used as a reinforcement for polymers. The deep 
interface interaction between GO and polymer, along with 
its exfoliation and good dispersion, are crucial to observe 
such property enhancements. 


Moreover, owing to the exfoliation and good dispersion 

of GO, along with a strong interface interaction between 
GO and polymer, it has been successfully used as a 
reinforcement for polymer nanocomposites, along with 
outstanding thermal, mechanical, and electrical properties. 


Numerous studies have been conducted on the potential 
antimicrobial activity of GO. The antibacterial property 

has been associated with the physical damage to cell 
membranes due to membrane stress which has been caused 
by sharp edges of the GO, Which results in leakage of RNA 
from bacteria membrane; Additionally, the oxidative stress 
has been identified as the most widely accepted mechanism 
via either a ROS-dependent or a ROS-independent pathway, 
which can interfere with bacterial metabolism and disrupt 
crucial cellular functions, eventually leading to inactivation 
or even cell death [11]. It was suggested that graphene may 
induce oxidative stress on neural phaeochromocytoma- 
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derived PC12 cells [12]. Several research has been 
conducted on this antibacterial activity of GO, and 
inconclusive results have been reported. A recent report has 
shown that contact of E. coli and Staphylococcus aureus 
bacterial cells with GO can result in growth reductions of 
about 51 and 61%, respectively [13]. 


Given the above, the initial objective of the presented 
work was to identify a suitable polymer with antimicrobial 
properties. One of the most promising candidates is 
polycationic family of polymers, this is due to their mass 
and charge localization that promotes electrostatic 
interaction between the cationic structure and the 
negatively charged bacterial cell membrane, causing 
disruption of the cell membrane and/or wall, and reaction 
with the cytoplasmic membrane (lipid or protein) followed 
by membrane disorganization [14]. Amongst polytcationic 
polymers, quaternary ammonium compounds (QACs) 

are the most valuable antiseptics and disinfectants. 
Furthermore, they are environment friendly which favours 
their usage [15]. Between all available QACs, poly (diallyl 
dimethylammonium) chloride (PDDA) was chosen in this 
study as it displayed an outstanding antimicrobial activity 
[16]. 


MATERIALS AND METHODS 


Materials 

PDDA (20% water solution, average Mw = 100,000- 200,000) 
was purchased from Sigma Aldrich. Graphene oxide (1% 
aqueous dispersion, 1L) was acquired from GOgraphene 
and used as received. Distilled water (DI) was used in all the 
fabrication process, including solutions preparation and 
washing. 


Preparation of PDDA-graphene oxide nanocomposite. 
Graphene oxide sheets were functionalized with PDDA by 
non- covalent bonding by adding suitable amounts of 1 wt% 
GO to 20 wt% PDDA aqueous solutions and sonicated for 
half an hour. 


Antibacterial Activity 

In order to study the antimicrobial properties of the 
antimicrobial agents (PDDA and GO) and the prepared 
nanocomposite, the minimum inhibitory concentration 
(MIC) method was used. Two strains including Gram- 
negative E. coli ATCC 25922 and Gram-positive S. aureus 
ATCC 6538 were selected for antibacterial tests because 
they are usually associated with the medical-associated 
infections. The target E. coli and S. aureus cultures were 
grown overnight in a Luria- Bertani (LB) broth at 37 °C. 
The cultures were subsequently diluted in fresh medium 
and grown until 2h, which was confirmed by measuring 
the optical density at 600 nm. Afterward, the bacterial cells 
were suspended and diluted in sterile saline solution to 10” 
colony-forming units (CFU) mL7. 


For the MIC tests, the antibacterial agents were diluted to 
serial dilutions (1028, 512, 256, 128, 64, 32, 16, 8, 4, 2 ug 
mL"}) by sterile saline solution before being inoculated with 
the bacteria suspension. The lowest concentration that can 
satisfied, represented the MIC of the antibacterial materials. 
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Thermal and Mechanical properties 

The thermal decomposition, curing temperature, and the 
glass transition temperature (Tg) of PDDA, GO, and the 
PDDA-GO nanocomposite were measured by differential 
scanning calorimetry (DSC) (Netzsch / DSC 200) instrument 
in the nitrogen atmosphere. For DSC analysis, specimens 
were heated with continuous increment in temperature 
from -80 to 360°C with a rate of 20°C/min. 


Perkin Elmer DMA 8000 instrument at dual cantilever 
clamp mode at 1 Hz and 10 HZ of vibration frequency was 
used to measure the dynamic mechanical property and 
thermal properties of the PDDA, GO, and the PDDA-GO 
nanocomposite. The dynamic force was applied in the 
temperature from 30 to 360°C with heating rate 3°/min. 


RESULTS AND DISCUSSION 


Antibacterial Activity of PDDA. 

The minimum inhibitory concentration (MIC) as a reference 
method, have been widely used to test the in-vitro 
antibacterial activity of antimicrobial agents that inhibits 
the visible and rapid growth of the bacteria for measuring 
the potential agents against specific pathogens. Target 
pathogens were chosen E. coli as Gram-negative bacteria, 
S. aureus as Gram-Positive bacteria. As displayed in the 
polymer activity after an overnight incubation toward both 
kinds of bacteria was examined for three times. Results 
showed PDDA was effective against both bacteria in a 
concentration-dependent manner values for E. Coli and S. 
aureus of 16 and 64 ug/ml, respectively. These observed 
MIC values are suggesting that the PDDA has antibacterial 
activity in concentrations from 16 (against E. coli) and 64 ug 
mL (against S. aureus). 


Bacteria PDDA concentration (ug mL“) 
E. coli >16 
S. aureus >64 


Table 1. Antibacterial activity of PDDA. 


Thermal properties of PDDA 

To investigate the thermal properties of PDDA, the DSC 
(Differential Scanning Calorimetry) was first used to 
determine the glass transition (Tg) and the polymer’s 
melting temperature. 


Various weights and heating ranges were used to do the 
DSC analysis. Still, we have not found the exact data for the 
Tg and melting point of PDDA and there has not been any 
related data online to compare our results with them. But 
after trying multiple times the latest results are as shown in 
Fig. 1. DSC graph of PDDA. 


Figure 1. DSC graph of PDDA. 
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As can be seen, there is a peak around 360°C, which suggests 
the melting point. However, usually seeing a melting point 
on the DSC should give us a mutual peak on the other side 
of the spectrum as the crystallization peak. Since we cannot 
see that, we are uncertain to say this is the exact melting 
point. Also, Tg usually shows a slight shift. There is a slight 
shift around 100°C, but we consider that as water vaporizing 
from the polymer since PDDA is super water absorbent, and 
this shift changes each time with different samples using. 


For further investigation, DMA (Dynamic Mechanical 
Analysis) has been used. This technique is usually used 

to study a polymer’s viscoelastic behavior by varying 

the temperature of the sample or the frequency of the 

stress applied to it. The analysis can give two graphs, the 
“modulus”, which measures the material’s overall resistance 
to deformation and the “tan delta”, measuring the material’s 
damping. We can determine the glass transition and melting 
point based on these two graphs. 


The analysis was done at two frequencies (1 Hz and 10 Hz). 
The glass transition is frequency dependent; therefore, 

as seen in the Figure 2, the 1Hz and 10Hz modulus graphs 
have separated around 250°C. Also, the tan delta signal is 
the point in the transition region where the material has 

the most viscous response to deformation. This signal often 
shows a distinct peak in the transition region, and the Tg 
measured from the tan(8) is simply the temperature at the 
peak. As shown in the Figure 3 this peak is also around 250°C 
suggesting the Tg of PDDA. Also, on continued heating, the 
melting point, is reached around 360°C both in modulus and 
tan delta graph suggesting the melting point which is the 
same result we seen in the DSC analysis graph. 


za z0 ao a70 


2) Hoar trom 20.0076: k 280.00" at 3.00%3min 


4) Hole for 4.0 min 3 20.00" 


Figure 3. DSC of PDDA (the tan delta graph). 
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CONCLUSIONS AND FUTURE WORK 


From these primary results it can be concluded that the 
PDDA has a high temperature melting point, which will 
cause problem for the process of our nanocomposite. 
Therefore, now we are mainly looking at how to shift these 
high temperatures to lower by adding additives to the 
polymer. 
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ADVANCED MANUFACTURING 


Microwave Resonator-based 
Microfluidic Sensors Fabricated 
Using 3D-Printing Technology 


Microwave resonators can be utilized as precision, fast, selective, and 
non-invasive sensors for reagent and material characterisation. The quality 
factor (Q-factor) of a microwave resonator determines its dielectric sensing 
performance, and the value of Q-factor can be improved by the resonator 
structure optimisation. However, conventional microwave resonator 
fabrication can be a complex, time-consuming process that constrains the 
device prototyping and development. Here we present a low-cost, fused 
filament 3D printing method to effectively fabricate integrated, split-ring 
microwave resonators with fluidic inducts, operating in the frequency range 

2 to 4 GHz. Finite element modelling is employed to simulate the microwave 
resonation of sensing aqueous droplets in continuous mineral oil flow, using 
COMSOL Multiphysics software. We evaluate the sensing performance of 
different 3D-printed microwave resonators with geometrical variations of ring 
shapes, sizes, and numbers of split gaps, focusing on the increase of their 
Q-factors for improved sensitivity. Our work demonstrates a rapid prototyping 
approach to optimise microwave resonator, that can be applied to flow 
chemistry and engineering biology applications for functional soft material 
development purposes. 
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INTRODUCTION 


Microwave resonators is the generic term for electronic 
devices resonant from 300 MHz to terahertz frequencies [1]. 
They have been widely applied to various research fields, 
including material characterisation and sensing, diagnosis, 
and healthcare applications [2]-[4]. Recently, integrated, 
microwave-microfluidic devices have been developed as 
miniaturised systems to sense and characterize low-volume 
reagents, flowing in a fine capillary, in real time [5]-[9]. 
Microwave resonators also can be used to heat samples 

to accelerate chemical reactions and excite biological 
specimens for chemistry and life science studies[10]-[13]. 


The performance of a microwave resonator can be 
quantified by its quality factor (Q-factor), a dimensionless 
number formed from the ratio of stored EM energy to 
energy loss per cycle. The Q-factor is governed by the 
microwave losses in the resonator substrate materials 
(plastic and metal) and can be maximised by using high 
conductivity metals (e.g. copper) of low surface roughness 
and dielectrics of low loss tangent. The fabrication of planar 
microwave resonator sensors can be a complex and time- 
consuming process that involves laser machining and clean 
room technologies [14]-[16]. Flexible microengineering 
and integration methods are required to form advanced 
microwave resonator with associated micro-sized 
components. 


We have developed a rapid, 3D printing approach to 
fabricate microfluidic-microwave resonator devices based 
on split-ring resonators, incorporating a liquid metal as 
an electrode. Complex 3D microwave resonant structures 
with embedded droplet-forming fluid ducts can be devised 
and simulated using FEM (COMSOL) modelling. Optimised 
designs can be rapidly prototyped and tested to improve 
the device performance, e.g. via maximized Q-factors, by 
varying the resonator shapes, sizes, and number of gaps 
in the resonators’ rings. Such devices are used for non- 
invasive characterization of liquid precursors and high- 
order emulsions, building towards functional soft matter 
materials. 


MATERIALS AND METHODS 


Cyclic olefin copolymer (COC) filament (CREAMELT) was 
used to fabricate microfluidic-microwave resonator devices 
using an Ultimaker S5 ProBundle 3D printer. We have 
shown that this material has a very low dielectric loss. The 
conductor part of microwave resonator was formed by 

the injection of gallium indium eutectic (Sigma Aldrich). A 
copper ground plane was applied to the chip base before 
soldering to two SMA connectors. Gallium Indium eutectic 
was then inserted into the ring cavity space. UV curable glue 
was used to seal the liquid metal and microfluidic inlets. 


RESULTS 


3D-printed, microfluidic-microwave resonator devices were 
used to sense the segmented flow of water in a continuous 
oil phase; the experiment setup is shown in Fig. 1. All 
reagents were purchased from Sigma Aldridge. Positive 
displacement syringe pumps were used to inject liquid into 
the 3D-printed device. An optical microscope was used to 
record the droplet movement within the fluidic duct. 
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Fig. 1. Experiment setup. A is the MW and Microfluidic chip. B is the ENA. 
C and D are the camera control PC and imaging camera respectively. E is 
the PC running the automated script. F and G are the micro-litre pumps. 
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Fig. 2. Ashows the microfluidic chip with two S from Sigma Aldridge. MA 
connectors, two microfluidic inlet ports and a liquid metal ring (gap is 
highlighted). B is the droplet flow through the gap. C shows a resonant 
S21 plot for an empty duct, 1.975 GHz center frequency and Q of 100. D 
shows the repeatable 3 MHz change as droplets continually pass through 
the gap. 


Fig. 3. COMSOL simulation geometry, electric field and droplet 
perturbation measurements. A. The 3D geometry rendered in COMSOL. B. 
E field with concentrated E field at the ring gap. C and D shows the 
electric field distribution between the gap with a CoC channel; with and 
without a droplet D respectively. 


Microwave Resonator-based Microfluidic Sensors 
Fabricated Using 3D-Printing Technology 


Finite element, multi-physics modelling was conducted 
using COMSOL (version 6.1). Fig. 2A shows an example 
printed device. The silver ring structure is formed by the 
injection of liquid metal. Split rings are coupled via pairs 

of SMA launchers, with a copper film ground plane, and 
measurements of S,, performed using a vector network 
analyser. Fig. 2B shows an aqueous droplet (brownish) 
flowing in an oil phase inside the fluidic duct through 

the gap of the split ring resonator. Fig. 2C shows the 

central resonant frequency (2.0906 GHz) of the 3D-printed 
microwave resonator device, when the duct is filled with air. 
Fig. 2D shows an example microwave resonation reading 
of water-in-oil emulsion. Each signal drop indicates a water 
droplet passing through the gap of the ring split. 


Fig. 3a COMSOL Multiphysics model and EM wave 
simulation of a split ring resonator, which was used to 
develop Table 1. The CoC channel in Fig C has no effect 

on the field distribution between the gap, retaining Q and 
hence sensitivity to droplets. Moreover, placing a droplet, 
as shown in Fig. D, depolarizes the field which subsequently 
changes the E field and resonant frequency. As a droplet 
passes through the ring gap, a periodic frequency shift of 3 
MHz is observed. 


Table 1 shows different microwave resonator structures that 
can be 3D-printed. The different design iterations were to 
study different concepts of split ring resonators. Rectangular 
resonators have greater uniformity of E-field within the 

gap. The number of gaps increases the resonant frequency 
and the corresponding Q-factor, compared with a single 

gap model. 3D plots for electric field were simulated to 
determine the effectiveness of these new designs for droplet 
sensing, The dual gap rectangular resonator was found to 
have the highest Q Factor. An increased aspect ratio, i.e. 

the length to width ratio of the resonator, accounts for the 
increase in Q. As the aspect ratio increases the electric field 
becomes more confined to edges of structure, leading to 
reduced radiation losses. 


Centre Quality E-field 
Frequency Factor Max 
(GHz) (V/M) 
A 
er ma 1.97 128.06 | 12396.7 
B 
tr B | 1.81 145.11 | 16555.4 
Cc 
p 2.03 177.97 | 20349.1 
i 
D 
2.31 170.77 | 18230.9 
+C] 
| i | 
E 
all 3.83 498.91 | 18776.6 
rt im) 
i 


Table 1. A Single Split Ring Resonator Model, B Dual Ring Single Gap 
Split Ring Resonator, C Single Gap Rectangular Resonator D Single Gap 
Rectangular Resonator with Rounded Edges, E Dual Gap Rectangular 
Resonator. 
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DISCUSSION 


The Q-factor of a microwave resonator sensor quantifies its 
sensitivity for dielectric measurement, with higher values 
giving greater sensitivity. In our experiments, we controlled 
the geometry of the split-ring resonator, such as shape, 
aspect ratio and dimensions. In theory, rectangular shaped 
resonators have a more uniform electric field and higher 
sensitivity in comparison with the circular shaped ones, 

as shown in the modelling results of Table 1. In addition, 
increasing the number of gaps can also improve the 
Q-factor, as the total energy stored in the increases via the 
electric field. A double split, setting up a higher order mode, 
as shown in Table 1:E, doubles Q factor and enables time 
dependent resolve of droplets in flow. However, single splits 
were chosen as the preferred geometry as the maximum 
electric field, to be utilized in microwave heating of droplets, 
shows no meritable improvements. 


3D-printing provides a rapid prototyping approach to 
fabricate and test different microwave structures without 
significant post processing. Printable, dielectric substrate 
materials play a key role to determine the resonator 
performance. In our experiments, COC is selected as 

the substrate material, due to its low microwave losses. 
Additionally, COC is hydrophobic. This allows water segment 
flow in a continuous oil phase. High printing resolution 

and low surface roughness of liquid metal filling duct can 
improve the Q-factor, which can be achieved with high-end 
3D printers and optimised printing settings, leading to more 
precise and efficient microwave sensing systems. 


Our work demonstrates that monolithic, 3D-printed 
microfluidic-microwave devices can be applied to detect 
and analyse water-in-oil emulsions. This paves the way to 
non-invasive characterisation of aqueous droplet-based 
materials, such as hydrogel or cytoplasm for biological 
engineering applications. Sophisticated and high- 
performance electronic circuits will be built and integrated 
to develop functional fluidic manifolds, leading towards 
new capabilities and tools for life science studies as our 
future objectives. 


CONCLUSION 


This research demonstrates the potential of monolithic, 
3D-printed microfluidic-microwave devices in detecting 

and analysing emulsions and aqueous droplets. Simulation 
was used to investigate novel ring geometries and aid 

in optimising conventional structures. Furthermore, 
analysis of field distribution has explained enhancements 

in Q and electric field leading to more sensitive resonant 
structures. These advancements offer for a non-invasive 
characterisation of droplet-based materials, which can 

be essential in biological engineering applications. The 
combination of 3D printing and microwave resonators holds 
promise for further advancements in diverse research areas, 
enabling innovative solutions for various scientific and 
technological challenges. 
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ADVANCED MANUFACTURING 


Using DCGAN and WGAN-GP to 
Generate Artificial Thermal RGB 
Images tor Induction Motors 


The paper investigates the feasibility of using GANs to create realistic 
induction motor thermal RGB image datasets for multimodal condition- 
monitoring systems. Generating high-quality thermal images presents 
computational challenges, and in this study, two GAN frameworks, DCGAN 
and WGAN-GP, were used under different health conditions. Firstly, DCGAN 
was used on three conditions using various hyperparameters, but the 
results required further improvement. Secondly, WGAN-GP was used with an 
extensive training duration of 11 hours, utilising 10,000 epochs and a batch 
size of 64, targeting the inner fault dataset, which resulted in generating 
artificial images that closely resembled real images. This study highlights 
the impact of hyperparameters on GAN performance and demonstrates the 
capability of GANs in creating artificial thermal image datasets. 
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INTRODUCTION 


In the era of Artificial Intelligence (Al) and smart 
manufacturing, having a reliable condition monitoring 
system for fault detection and recognition is essential for 
maintaining high-quality standards and controlling the 
production process [1]it is difficult to obtain a sufficient 
defect data set in terms of diversity and quantity. Anew 
generation method called surface defect-generation 
adversarial network (SDGAN. This paper follows the paper 
published by Hejazi et al. published on December 2022. 
This study aims to highlight the importance of using a 
multimodal condition monitoring system utilising vibration 
and thermal images to increase the fault detection accuracy 
[2]. Thermal images are considered promising in induction 
motor condition monitor it can reach up to 100% if images 
are clear without further preprocessing [3], unlike vibration 
signal, which is regarded as the most famous metric in 
induction motor condition monitoring systems [2, 4]. 


However, thermal images are not commonly used in 
condition monitoring since defect data are limited or 

rare and are also subjected to a lack of fault diversity. It is 
common to use Al for classification or regression, and the 
neural network is expected to be trained on representative 
and balanced data for both. In fact, computers can also be 
used for data generation using generative models, such 

as variational autoencoders and generative adversarial 
networks. Therefore, the importance of using GANs arises 
when manufacturing needs a methodology that generates 
complex faults for better condition monitoring systems [1] 
it is difficult to obtain a sufficient defect data set in terms 
of diversity and quantity. A new generation method called 
surface defect-generation adversarial network (SDGAN. 
Generative Adversarial Networks (GANs) were introduced by 
lan Goodfellow et al. in 2014 [5]. GANs use deep learning to 
generate fake images by mimicking the dataset distribution 
by playing a min-max game between two models, the 
Generator (G) and Discriminator (D) models. Hence, (G) 
learns to generate images very close to real images to fool 
D [6]. GANs are called generative because they generate 
something as an output, for example, images, videos 
domain adaptation, image super-resolution, etc., and 
adversarial because they have two networks fighting against 
each other (G) network (G) that capture the distribution 
and (D) model (D) that that tries to figure the genuinely of 
generated data if it was fake or real [7]. 


Deep Convolutional Generative Adversarial Network 
(DCGAN) is a type of GANs that Radford discovered, Metz, 
and Chintala in 2014 [8]. DCGAN utilises Convolutional 
Neural Network (CNN) architecture with GANs [1]it is 
difficult to obtain a sufficient defect data set in terms of 
diversity and quantity. A new generation method called 
surface defect-generation adversarial network (SDGAN. 
One of the key innovations of DCGAN is the replacement 

of pooling layers with stride convolutions and fractionally- 
strided convolutions. This allows both the (G) and (D) to 
learn convolutional operations, spatial downsampling, 
and upsample individually. By doing this, DCGAN ensures 
(G) and (D) networks learn independently, which can 

help to stabilise the training process. It also uses batch 
normalisation (BN) to stabilise learning. BN is a technique 
used to normalise the input to a layer, which helps to solve 
the vanishing gradient problem and prevent the deep (G) 
from collapsing all samples to the same points. Finally, 
DCGANs use both ReLU and LeakyReLU activation functions 
to allow the model to learn quickly and perform well [9], 
[10]computer graphics, and computer vision problems 

can be treated as image-to-image translation tasks. Such 
translation entails learning to map one visual representation 
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of a given input to another representation. Image-to-image 
translation with generative adversarial networks (GANs. 
Followed by Data augmentation in fault diagnosis based 

on the Wasserstein Generative Adversarial Network with 
Gradient Penalty (WGAN-GP) deep architecture that can 
stabilise the training and generate high-quality images in 
2017 [11]. WGAN-GP brings stability to the training model 
with almost no parameter tuning [12]. It also proved its 
capability in fault sample generation [13]a practical problem 
comes up in these studies, where deep learning models 
cannot be well trained and the classification accuracy is 
greatly affected because of the sample-imbalance problem, 
which means that there are a large amount of normal 

data but few fault samples. To solve the problem, an 
enhanced generative adversarial network (E-GAN, also in 
supplementing low dimensional fault data [14]. 


STATE-OF-THE-ART 


DCGAN proved its efficiency in [15] which is called 
unbalanced dataset. Due to the existence of such 
unbalanced datasets, traditional methods are not 

easy to detect faults. Deep convolutional generative 
adversarial networks(DCGAN for image generation in 
solving imbalanced datasets in the chemical industry fault 
diagnosis field. It was also used in [4] for axial piston pump 
bearing fault diagnosis to mitigate data availability and 
missing fault labelling challenges. DCGAN was also used 

in induction motor fault classification using Case Western 
Reserve University’s (CWRU) famous dataset in which CWT 
images were synthesised [14]. In January 2023, a paper 
was published focusing on WGAN usage in thermal images; 
fault creation in induction motors was also used to increase 
fault samples, namely, inner and outer faults also in healthy 
condition [16, 17] 


It was clear from the literature that researchers tried to 
generate extra trustworthy data to enhance the training 
performance on limited fault types or generate look-like 
vibration signals without focusing on thermal image fault 
creation. Even the most recent paper explored generating 
thermal images on three conditions only to enhance the 
fault classification accuracy using a single input model. 
Unlike other projects, this paper explores the possibility 

of using GANs in induction motor thermal RGB image fault 
creation using DCGAN and WGAN. Hence, our condition 
monitoring thermal images are of high resolution and large 
size. The primary objective is to investigate the generation 
of an artificial thermal image dataset that resembles the 
existing dataset under various health conditions. The 
intention is to support the proposed multimodal condition- 
monitoring system outlined in the paper [2]. 


DATASET 


Wolfson Magnetics Laboratory, located at Cardiff University 
School of Engineering. The laboratory conducted 
experiments to simulate six different failure modes and 
healthy conditions. To create these failure modes, a2mm 
diameter drill was used to create holes in both the inner and 
outer parts of the bearing, as illustrated in Fig. 1 [3]. This 
paper aims to specifically investigate three conditions: inner, 
outer, which are (depicted in Fig. 1), and healthy. Healthy 
conditions refer to a bearing without any defects or faults. 


However, Thermal images of bearing faults were collected 
using a Forward Looking InfraRed (FLIR) thermal camera 
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positioned 30cm from the centre of the housing, Fig. 2. The 
camera was connected to a computer to capture images 

of six artificially induced faults and one health condition. A 
total of 120 images were captured under three types of load, 
resulting in 360 images per condition. The data was split 
into 80% for training, equivalent to 288 RGB images, and 
20% for testing, equal to 72 RGB photos [3, 18]. 


0.2 cm inner race defect 


0.2 cm outer bearing defect 


(b) 


(b) 
Fig. 2. Thermal images sample under three health conditions (a) inner 
fault (b) outer fault (c) healthy. 


(a) (c) 


METHODOLOGY 


In this study two GAN architectures were used. Firstly, the 
DCGAN model was trained on Google Colab using Tesla T4 
GPU. Training and testing images of size 224 x 224 x 3 were 
located in the google drive directory. The (G) model takes 

a random noise vector of size 100 as input and generates 
an image. The (D) model predicts whether it is real or fake. 
Both models trained alternately with binary cross-entropy 
loss function and Adam optimiser. The DCGAN (G) has 
40,635,715 parameters, and the (D) has 605,505 trainable 
parameters. The second architecture is WGAN-GP, a type of 
GAN architecture that uses a gradient penalty to enforce the 
Lipschitz continuity of the (D). The (D) is trained to output 
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a scalar value instead of a probability. The (G) is trained to 
minimise the Wasserstein distance between the distribution 
of real and generated samples. The (G) loss is the negative 
Wasserstein distance, and the (D) loss is the difference 
between the average of the (D) output on the real samples 
and the generated samples, plus a gradient penalty term. 
The gradient penalty term is added to ensure that the (D) 
satisfies the Lipschitz continuity condition with a 0.0001 
learning rate and batch size of 64 and Adam optimiser [11]. 


RESULTS 


Basic DCGAN was tested on three health condition datasets: 
inner fault, outer fault, and healthy. The experiments 
varied in terms of hyperparameters, such as Learning Rate 
(LR) (0.0001, 0.0002), batch size (16,32), and the number 

of epochs (50, 500). On the other hand, WGAN-GP was 
tested on the inner fault type only with advanced training 
parameters, as shown in Table 1. 


To evaluate the performance of each experiment, the (G) 
and (D) losses were assessed. A lower (D) loss relative to the 
(G) indicates superior (D) performance. Conversely, a lower 
(G) loss suggests a better performance of the (G). These 
findings align with the results presented in Table 1, where 
the performance of each model can be observed based on 
their respective losses. The experiments were conducted 

in two stages: the first stage involved using basic DCGAN 
with simple parameters (Experiments 1-12) to test various 
health condition datasets, while the second stage focused 
on utilising WGAN-GP with advanced parameters specifically 
for the inner fault type. 


Stage 1: Three conditions were tested, starting with the 
inner fault (Experiments 1-4): longer training time led 

to better performance, with the best result observed in 
experiment 2. It used 500 epochs, LR of 0.0001, a batch 

size of 32, and achieved a (G) loss of 4.627 and a (D) loss of 
0.0002. Outer fault (Experiments 5-8), Increasing the batch 
size led to better performance, with the best result obtained 
in experiment 7, which used 50 epochs, LR of 0.0002, a batch 
size of 16, and achieved a (G) loss of 0.0021 and (D) loss of 


No. | Model Dataset LR Batch Size | Epochs EA (G) Loss (D) Loss 

1 DCGAN Inner 0.0001 16 500 48 3.2172 5.537 

2 DCGAN Inner 0.0001 32 500 41 4.627 0.0002 

3 DCGAN Inner 0.0002 16 50 5 0.0019 3.5658 

4 DCGAN Inner 0.0002 32 500 40 5.0668 7.6786 

5 DCGAN Outer 0.0001 16 50 4 0.0045 3.0554 

6 DCGAN Outer 0.0001 32 50 4 0.0079 2.782 

7 DCGAN Outer 0.0002 16 50 4 0.0021 3.4129 

8 DCGAN Outer 0.0002 32 50 4 0.00308 3.2324 

9 DCGAN Healthy 0.0001 16 50 4 0.00681 2.8419 

10 DCGAN Healthy 0.0001 32 50 4 0.0068 2.8419 

11 DCGAN Healthy 0.0002 16 50 5 0.00681 2.84186 

12 DCGAN Healthy 0.0002 32 500 50 8.32011 5.0697 

13 | WGAN-GP Inner 0.0001 64 10,000 | 660 -1896.8600 | Loss Fake: -1897.3366 
(11 hours) Loss Real: -1548.9419 


Table 1. GAN performance for fault detection experiments. 
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3.4129. Healthy conditions (Experiments 9-12) where longer 
training time resulted in improved performance, with the 
best outcome observed in experiment 12, which utilised 
1000 epochs, LR of 0.0002, a batch size of 32, and achieved 
a (G) loss of 8.3201 and a (D) loss of 5.0697. However, visual 
inspection results were not as promising compared to the 
project objective. 


Stage 2: the inner fault was exclusively tested using WGAN- 
GP (Experiment 13) with a higher number of epochs and 
longer training time. The experiment required 11 hours 

of training time. The (G) loss was a high negative number, 
while the (D) loss of -1897.3366 for fake samples and 
-1548.9419 for real samples. These findings suggest that 
the (D) network performed well in distinguishing between 
real and fake samples, with the loss being minimised during 
training. Similarly, the (G) loss was also a high negative 
number, specifically -1896.8599. This indicates that the (G) 
successfully generates samples that the (D) classifies as real 
samples with a high level of confidence. 


DISCUSSION 


The choice of hyperparameters significantly impacts model 
performance. Generating artificial fault images of large size 
and high complexity posed challenges requiring significant 
time and GPU capabilities. Table 1 provides insights into the 
performance of GANs using DCGAN. Implementing WGAN-GP 
with advanced hyperparameters (10,000 epochs, batch size 
64) on a GPU yielded efficient generation of motor images 
closely resembling real images over time as shown in Fig. 3. 


t i = i -i 
(a) (b) (c) 
Fig. 3. WGAN-GP images (inner fault type): (a) at epoch 0, (b) at epoch 
100, (c) at epoch 10,000. 


CONCLUSION 


This study has highlighted the significant impact of 
hyperparameters on GAN performance and has successfully 
demonstrated the remarkable capability of GANs in creating 
induction motor thermal images. This study has proved the 
applicability of WGAN-GP for generating artificial thermal 
images, although it requires high computational power. 
Future research will aim to optimise the process of dataset 
creation by training all fault types simultaneously using 
conditional GANs with higher image resolution. 
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ADVANCED MANUFACTURING 


Altering the Tribological 
Properties of Laser Powder 
Bed Fusion Materials through 
Various Methods: A Review 


Additive Manufacturing has gained prominence in research due to its 
cost-effectiveness and design flexibility. However, the connection between 
tribology and Laser Powder Bed Fusion remains inadequately investigated 
despite its potential. This study examines various direct manufacturing 
methods (i.e., without post-processing), in order to identify the most effective 
technique for modifying tribological properties. The wear rate and coefficient 
of friction are influenced by densification, which is affected by the formation 
of melt pools and keyholes in the microstructure. Notably, there is conflicting 
evidence on the most influential processing parameter for wear. Some 
studies suggest that laser power holds the greatest significance, while others 
propose that scan angle has a more pronounced effect on wear behaviour. 
Additionally, texturing emerges as another tribology manipulation method, 
enabling the entrapment of lubricants and debris within the system. The 
study also explores the relationship between microhardness, volumetric 
energy density, wear, and friction. 
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Altering the Tribological Properties of Laser Powder Bed 
Fusion Materials through Various Methods: A Review 


INTRODUCTION 


Additive Manufacturing (AM) first emerged in the 1980s 

as a Rapid Prototyping technology [1] and has since been 
adopted as a manufacturing process in multiple industries, 
such as: medical, automotive, chemical, and aerospace [2]. 
AM fabricates parts using a layer-by-layer principle which 
allows far greater geometrical freedom in designs, therefore 
enabling highly complex products to be created, and has the 
potential to reduce design-to-manufacturing time through a 
single step process [3]. Metallic AM processes, such as Laser 
Powder Bed fusion (LPBF) and Electron Beam Melting (EBM), 
also allow the material properties to be tailored during 
manufacture. 


One area where AM has the potential for significant 
improvement is applications where the wear characteristics 
of the material are critical. To date, however, there has 

been limited research between the relationship of Additive 
Manufacturing processing and the tribological properties of 
the materials and components produced. In this paper LPBF, 
which relies on metal powder and laser melting to build the 
final desired part, will be the primary focus. 


TRIBOLOGICAL PROPERTIES AND THEIR SIGNIFICANCE 


Tribological properties or behaviour (for example, 
coefficient of friction and slip ratio) is used to characterise 
states occurring in a system due to tribology. Wear, friction 
and lubrication are the three main elements of tribology 
with various sub-elements within, e.g., surface engineering 
[4]. There are many wear mechanisms, however, the 
predominant wear found in LPBF is abrasive as shown by 
Gopinath et al. [5]. AM has increased in usage in various 
industries where tribology must be manipulated in order to 
achieve the desired result and lifetime cycle. 


There are several methods of manipulating the tribological 
properties of SLM materials for instance application of 
surface coatings, processing parameters, nanomaterials 
and textured surfaces. Material properties and the 
microstructure can easily be manipulated using altering 
processing parameters such as: hatch spacing; scan speed; 
laser power; scan angle; point distance; and exposure 
time [6], consequently varying the tribological behaviour 
of the part. Numerous research is currently being carried 
out inspecting the relationship between tribology and 
specifically density and microhardness, however, these 
properties are usually measured as a consequence of the 
materials and manufacturing conditions used, rather than 
designed as an output of the process. For example, Han 

et al. [7] purposefully manipulated scanning speed and 
hatch spacing predominately, after thermal behaviour 
simulations, and produced specimens that had a 39% 
increase in microhardness in comparison with as-fabricated 
composite samples. It is thought that the SLM produced 
components plastically deformed and resulted in grain 
elongation and deformation . 
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PROCESSING PARAMETERS AND TRIBOLOGY 


The influence of Volumetric Energy Density 

The relationship between tribological performance and 
processing parameters is not extremely clear in previous 
research. One possible issue is the adoption of the design 
parameter volumetric energy density (VED, J/ mm?) for 
comparison of results, which is calculated as follows: 


(1) 


where P is laser power, v is the laser scanning speed, / is the 
hatch spacing between adjacent laser scanning tracks, and 
tis the layer thickness [8]. VED has restricted the potential 
of application because it does not have the ability to 
capture the complex physics of the melt pool, for example 
Marangoni flow and recoil pressure. Some studies will use 
different combinations of parameters, for instance using the 
laser beam diameter instead of hatch spacing [9]. Thomas et 
al. utilised a normalised ED which considers both processing 
parameters and material properties: 


aes (5 = -) į lis p TT = =] i (=) (2) 


where A is the material’s absorptivity, r is the laser beam 
radius, p is the material’s density, is the specific heat 
capacity, T „is the melting point, T, is the initial temperature 
of the powder-bed, and h* is the dimensionless hatch 
spacing derived from (h/r) [10]. It is immediately clear 

from the equation that the normalised ED takes into 
consideration more influential parameters on the specimen. 
Nonetheless, a limitation of the formula is the absence 

of absorptivity data for powder materials. Published 
absorptivity values are often produced using polished metal 
plates, and therefore have limited relevance to metallic 
powders. Furthermore, the absorptivity of materials is 
altered based on the processing parameters used in LPBF 
thus, published values can be immensely unreliable [11]. 


Other experimentational work was done by King et al. 

[12] where a normalised melt pool depth as a function of 
normalised enthalpy was embedded, to consider the melt 
pool behaviour as well . Still, beyond the threshold, the 
normalised enthalpy does not include any other physics 
that are present in keyhole formation and can pose possible 
problems. Most formulas utilised in previous research do 
not explore scan or hatch patterns, the gas flow rate used 

in the gas chamber, the number of times a layer has been 
scanned, and various other components [3]. The energy 
density formula is useful for comparisons but if there are 
not greatly varying process parameters utilised (limiting 
different melt pool behaviour), it could lead to incorrect 
assumptions. Contradictory to most studies, Greco et al. [13] 
manipulated the volumetric energy density by adopting a 
constant VED value in experimentation even with varying 
laser power, layer thickness, and hatch spacing through 
altering the scanning speed accordingly. Consistent relative 
densities of up to 99.9% were achieved, further depicting 
that the VED does not portray the true phenomenon 
occurring during LPBF printing . 


Current research of core processing parameters 

Presently, there is a lot of contradictory research in 

the connection between the tribological behaviour of 
specimens and processing parameters applied. Li et al. [14] 
concluded that 316L stainless steel samples produced via 
SLM with differing laser powers and build-up directions 

do not considerably influence the coefficient of friction or 
the wear rate. It was noticeable that lower laser powers 
produced specimens with more pores and a lower hardness. 
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Theoretically, a higher wear rate should be expected yet, the 
results attained demonstrated that these samples, produced 
at lower laser powers, do not differ immensely from the 
other samples in their tribological properties, possibly due 
to plastic deformation eliminating the pores . Contradictory 
to Li et al’s research, Sagbas et al. [15] demonstrated that 
laser power alongside scan speed, scan angle and hatch 
distance all manipulate the wear behaviour of specimens 

of Ti6Al4V. Scan angle was responsible for approximately 
50% of the contribution ratio, with the other processing 
parameters having equal contribution. The coefficient 

of friction and hardness were noticeably affected by the 
processing parameters, thus the wear resistance of the SLM 
manufactured parts varied. Pant et al. [16] identified that 
laser power influences microhardness more in comparison 
to the core processing parameters. According to Taguchi 
design the laser power followed by hatch spacing and scan 
speed influence the specific wear rate the most, juxtaposing 
both Li et al. and Sagbas et al. 


The effect of porous structures on tribology 

There is current debate as to whether a controlled porous 
structure is more beneficiary to wear and friction over 

a fully dense part. Zhu et al. [17] stated that if material 
densification is increased (decreasing pores) the tribological 
performance of 316L stainless steel SLM samples should 
increase due to more refined grains in the microstructure. 
Another study by Li et al. [18] showed that, after dry 

sliding wear tests under different loads, the wear track 
morphology of the same material produced similar flats and 
high peak areas with no pores. During testing, the debris 
formed was forced into the pores due to a high contact 
pressure, possibly assisting the tribological behaviour of the 
component along its cycle. Li et al. [19] also witnessed the 
potential of pores in medical Ti6Al4V printed specimens. 
The porosity was amended to achieve a structure like that of 
bone for an orthopaedic application. Samples were printed 
using a laser power of 180-200W with wear being analysed 
throughout; it was found that finer and more ordered 

pores on the surface of the components produced a more 
desirable friction and wear result. This was a result of extra 
lubrication being captured in the pores allowing for a better 
resistance to wear. 


Many studies prove that a higher density produces a less 
porous microstructure, thus a lower coefficient of friction 
and wear rate. A study by Rathod et al. [20] investigates the 
effect of SLM specimens built with a single melt (SM) and 
checkerboard (CB) scanning strategies on density and wear 
rate. SM samples produced a relative density of 96% while 
CB specimens were able to achieve a higher relative density 
of 98.5%. It was shown that the porosity significantly altered 
the wear rate, and SM samples exhibited a higher wear rate 
due to an increased number of pores present, therefore, a 
more predominant abrasive wear mechanism. Pekok et al. 
[21] depicts an inversely proportional relationship between 
VED and microhardness. Hence, at lower VEDs an increase 
in microhardness can be witnessed because of a decrease 
in melt pool size and temperature gradients allowing 

for an increase in cooling rate, to create a fine-grained 
microstructure and restricting dislocation movement. This 
is despite cracks being visible in the AA2024 SLM fabricated 
parts as a result of incomplete fusion and porosity. The 
main obstacle for these parts were small gas pores in the 
microstructure. On the other hand, fusion holes, unmelted 
power, alongside hot cracks and irregularly shaped pores 
were the primary concern for samples outside of the red 
line . AlMangour et al. [22] demonstrated similar results 
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with better mechanical and tribological properties found 
at higher densification with reduced scanning speed, since 
improved binding between the molten particles can be 
seen. 


Printed textured surfaces and their tribological behaviour 
Printed textured surfaces has the potential of altering the 
tribological behaviour of components, by creating pockets 
for lubrication and wear debris. Currently, there has been 
limited research in the relationship of printed textured 
surfaces and SLM specifically. Nonetheless, a study by 
Wang et al. [23] examines the potential of disc (DTS) and 
ring (RTS) textured surfaces on the coefficient of friction 

of 304 stainless steel. It was found that DTS provides a 
relatively low friction coefficient compared to that of RTS, 
aiding in the reduction of friction on the system (a pin-on- 
disk tribometer was adopted). Fielden-Stewart et al. [24] 
also altered the surface of specimens by modifying the 
printing angle (45°-90°); it was concluded that the printing 
angle and surface roughness increased in correlation to 
one another, the interfacial fracture toughness for adhesive 
wear also increased accordingly. Another study conducted 
by Gogolewski et al. [25], similar to that of Fielden-Stewart 
et al., investigated the formation of convex and concave 
hemisphere surface textures produced alongside an 
altering printing angle (0°- 90°). Printing irregularities were 
visible, such as flattened tops in convex bumps, occasional 
extra material between the texturing, and irregular 
powder particles found in the lower areas of the concave 
hemispheres. A correlation between printing angle, textured 
surface and surface roughness was not realised, due to an 
inaccurate metrological control and a varying distribution 
of the coefficient of friction for each specimen. However, 

it should be noted that the tribological behaviour was 
successfully altered using concave and convex hemisphere 
texturing. The addition of textured surface has the 
potential to largely manipulate the tribological properties 
of a component, especially with optimised processing 
parameter. 


FUTURE RESEARCH WORK 


Modifying processing parameters with both densification 
and the addition of pores both have the potential to 
significantly alter the tribology of a system. Alongside the 
addition of textured surfaces (for instance triangular and 
square structures) for an already optimised part could 
provide the perfect balance of tribological properties. 
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ADVANCED MANUFACTURING 


Development of a Net Zero Route 
ror the Circular Production of 
Additive Manufacturing Powders 


The research centres on the development of a Net Zero route for the Keywords: 

sustainable production of metal additive manufacturing (AM) powders. Net Zero, sustainable manufacturing, 
In particular, the study involves recycling of waste machining chips to additive manufacturing, ball milling, 
produce usable AM powders via solid-state crushing/ball milling (BM) aluminiums. 


at room temperature. Experimental work deals with the conversion of 

AA5083-H111 aluminium chips into powders using BM, followed by powder 

characterisation. It is observed that the particle size distribution and the Corresponding author: 
powder morphology are influenced by the chip’s length scale and BM BaramateKA1@cardiff.ac.uk 
parameters (such as ball-to powder ratio, ball diameter, milling speed 

and time). Finally, a framework of a novel circular hybrid manufacturing 

process chain to fabricate high value AM parts from the produced powders is 

proposed. 
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INTRODUCTION 


The United Nations Framework Convention on Climate 
Change (UNFCCC) in their annual Conference of Parties 
(COP) addresses the issues of climate change by reducing 
greenhouse gas emissions and accelerating the Paris 
agreement. In 2015, the United Nations have adopted 17 
Sustainable Development Goals (SDGs) as part of the 2030 
Agenda for Sustainable Development. Of these, SDG 12 that 
states “Ensure sustainable consumption and production 
patterns” [1] is directly relevant to the theme of the 
current research activities on sustainable manufacturing, 
undertaken by the High-Value Manufacturing Group at 
Cardiff University. The research strategy further aligns with 
the UK Government’s ‘Net Zero’ targets to reduce the net 
CO, emissions from energy and industrial processes via 
greater promotion of circular economy and sustainable 
manufacturing [1, 2]. 


The global additive manufacturing (AM) market is expected 
to expand at a compound annual growth rate of 20.8% from 
2022 to 2030 [3]. Research evidenced that metal powder 
cost is the largest continuous expense through the life of 

an AM machine. However, the standard metal AM powder 
production processes involve melting and atomisation of 
raw billets/ingots via water, gas, and plasma atomisation [4]. 
These processes and the powder supply chain makes them 
expensive. Substantially these techniques incur significant 
amount of energy consumption and generate carbon 
footprint. A recent study has compared the environmental 
impacts of metal AM processes against the conventional 
manufacturing (CM) technology. For example, 50-192 
CO,eq. is released to process aluminium material per kg 

by AM while CM releases 0.036-9.6 CO,eq. compared to 
casting, extrusion, rolling, and wire drawing processes [5]. 
AM typically has a significantly higher carbon footprint per 
kilogram of material, sometimes by a factor of 10 or more. 
When accounting for embodied impacts in the materials, 
the environmental impact of AM can be multiplied by 1.4 to 
8 times. However, this may not be an equitable comparison, 
as AM has the capability to produce certain components in 
a single step that would otherwise require multiple steps 

in conventional manufacturing processes [5]. A subject of 
exploration within this domain is the investigation of how 
employing remanufacturing or recycling purposes to this 
technology may diminish the ecological and economic 
impact of a component. 


1. Process optimisation to produce AM specimens for characterisation 


Ultrasonic cleaning 
with acetone, 
isopropyl alcohol 


Machining 
chips/metal scraps 
(Stainless steel, 
titanium, nickel 
aluminium alloys) 


Scope of the research study reported in this paper 
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laser polishing, 
texturing...) 
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2. Fabrication of functional AM parts 
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Fig. 1. Schematic of the CHM process chain. 
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Research has been undertaken to recycle machining chips 
for powder metallurgy route [6, 7], and applications such 
as powder consolidation compaction and sintering [8-10]. 
With regard to the AM applications, ball milled (BM) chip 
powders or unprocessed chips were mainly tested in 
single-track melting via directed energy deposition (DED) 
[11, 12] and laser powder bed fusion (LPBF) processes [13]. 
The evidence of the fabrication of complete AM parts from 
ball milled powders is however extremely limited [14]. 

The majority of research on single-track melting/full part 
fabrication involved the DED process, partly because of the 
less stringent requirement on powder properties (sphericity, 
flowability, packing density..., compared to that needed 
for the LPBF process [15]. The current research therefore 
aims to generate AM powders via ball milling, for LPBF 
applications. A novel Circular Hybrid Manufacturing (CHM) 
route is developed to process and utilise BM powders in 
fabricating functional post-processed LPBF parts. Figure 1 
shows the schematic of the CHM process chain. 


MATERIALS AND METHODS 


The chips of AA5083-H111 aluminium alloy of ~1-3 

mm length scale was obtained from conventional 

milling operation on a vertical CNC milling machine. A 
representative image of the chips is shown in Fig. 2a.A 
4-tooth carbide end mill cutter with 16 mm dia. was used 
for the milling operation at 85 m/min, 0.24 mm/rev feed 

rate and an axial depth of cut of 0.5 mm. The machined 
chips were cleaned with acetone and isopropyl alcohol in an 
ultrasonic bath to remove impurities originated from cutting 
fluid and grease. The cleaned chips were then dried in an 
oven at 90°C for 60 min to eliminate the moisture content. 
Subsequently, the chips were ball milled in a planetary ball 
mill, made by MECHMIN, Ltd., India (Fig. 2b). 


i -~ See >i 


Fig. 2. a) Raw AA5083 chips, b) MECHMIN Planetary ball mill. 
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On the dual working station ball mill, two hardened stainless 
steel cylindrical vials/jars with 250 ml and 100 ml volume 
and three different ball diameters (20 mm, 10 mm, 5 mm) 
were used. Approximately 50-60% of the jar volume was 
filled with the balls and the chip material. For BM operation, 
15 balls of 20 mm dia., and 50 balls of 10 mm dia. were used 
in each of the 250 ml vials, and 250 balls of 5 mm dia. were 
used in each 100 ml jar. Three different ball-to-powder ratios 
(BPR), such as 15:1, 20:1, and 30:1 were utilised in different 
stages of BM. A 300 rpm BM rotational speed was typically 
used with 10 and 20 mm balls, however an exploratory trial 
involved 500 rpm speed when using 10 mm balls. A reduced 
BM speed of 150 rpm was employed when using the 5 mm 
balls. 


There sets of multi-stage BM trials, involving 2 or 3 stages 
per set were undertaken in Phase 1, details given in Table 

1. An on/off cycle of 15 min was applied when BM to avoid 
excessive heating of the milling media. So, the total machine 
cycle time for 30 min of BM run was 45 min, and 105 min for 
60 min BM run. 


Sets and Ball Jar BM BM 
Stages BPR | diameter | volume | speed | time 
(mm) (ml) (rpm) | (min) 

Stage1 | 20:1 | 20 250 300 | 30 

AA Stage2 | 20:1 | 10 100 300 | 30 
Stage3 | 20:1 | 5 100 150 | 90 
Stage1 | 30:1 | 20 250 300 | 30 

a Stage2 | 30:1 | 10 100 300 | 30 
Stage3 | 30:1 |5 100 150 | 90 

Set | Stage1 | 15:1 | 20 250 300 | 30 
21 | stage2 | 15:1 | 5 100 150 | 90 
Set | Stage1 | 20:1 | 20 250 300 | 30 
2.2 | Stage2 | 20:1 |5 100 150 | 90 
Set | Stage1 | 30:1 | 20 250 300 | 30 
23 | Stage2 | 30:1 | 5 100 150 | 90 
Set | Stage1 | 15:1 | 20 250 300 | 60 
3 | stage2 | 10:1 | 10 250 500 | 30 


Table 1. Phase 1 multi-stage BM parameters. 


After Stage 1 in each set, ball milled powders were sieved 

to <180um and used for the next successive stages. It was 
observed in Set 3, that although a higher BM speed, i.e., 500 
rpm, was safe to be used with 10:1 BPR, however the same 
speed caused considerable noise and vibration when used 
with larger balls (such as 20 mm). 


Based on the visual inspection, particle size and powder 
morphology results from the Phase 1 BM powders, the 
Phase 2 BM parameters were selected and are shown in 
Table 2. 
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Sets and Ball Jar BM BM 
Stages BPR |diameter | volume | Speed time 
(mm) (ml) (rpm) _| (min) 
Stage 1 | 15:1 | 20 250 300 60 
Set Stage2 |10:1 |10 250 300 30 
1 Stage3 /10:1 15 100 150 60 
Stage 1 | 15:1 |20 250 300 60 
Set Stage2 |10:1 |10 250 500 30 
2 Stage3 |10:1 |5 100 150 60 


Table 2. Selected BM parameters in Phase 2. 


Assessing the scope of the study of the BM process to reduce 
the processing time and produce powders in sufficient 
quantity a 10:1 BPR was selected for Stage 2 and Stage 3 in 
both sets. 


The powder morphology was analysed using a Carl Zeiss 
FEG scanning electron microscope (SEM). Particle size 
distribution was obtained via mechanical sieving with three 
sets of sieve size - 63, 150 and 180 um. Phase detection 

on the powder particles was carried out using a Bruker D8 
Advance X-ray diffractometer (XRD) with a Cu-Ka target, 
0.03° step size, 0.5 s/step scan speed, 40 kV voltage and 30 
mA current, within a 20 range of 20°-90°. 


RESULTS AND DISCUSSIONS 


In the planetary ball milling technique, the process 
parameters play a vital role in producing fine powders. The 
particle sizes are influenced by BPR, BM time, and BM speed 
[16]. Fig. 3 shows the powder morphology of the BM AA5083 
powders at different stages as mentioned in Table 1 and 2. 
The particles obtained with the 20:1 BPR in all stages were 
flattened and irregular in shape, possibly due to plastic 
deformation (Figs. 3a and 3c). 
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Fig. 3. SEM images of BM AA5083 powder particles after 
each stage of Set 1.1 
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It was observed adopting a multi-stage BM process aided 

in reducing the particle size. This is also recommended in 
[12]. Indeed, the particle size reduced from Stage 2 to Stage 
3 in Phase 1, when using smaller 5 mm balls (Figs. 3e and 
3f). This observation is corroborated by the particle size 
distribution analysis. In Phase 1, ~18% (by weight) of the 
BM particles were <180 um after Set 1-Stage 1 with respect 
to the total BM chip weight. In contrast, ~63% of the BM 
powders were <180 um after Set 2 Stage 2 in Phase 2. The 
particle size distribution in Fig. 4 reveals that ~70% of the 
particles were <180 um after Set 2-Stage 3 BM. SEM images 
further reveal plastic deformation on the particles. This 

is possibly because the AA5083 alloy is typically a ductile 
material. A few cleaved fractured regions can also be seen 
which could be attributed to the material’s strain hardening 
ability due to the presence of ~4-4.9% Mg in the alloy. Phase 
analysis on the aluminium chips and the BM powders 

using XRD displayed Al and ALO, peaks at the standard 20 
positions, see Fig. 5. 
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Fig. 4. Particle size distribution of BM AA5083 powders via sieving, 
obtained in Phase 2. 
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Fig. 5. XRD analysis of AA5083 powder particles. 


Following the successful generation of powders via BM 
from machining chips, the next phase of the research aims 
at building AM parts using an in-house LPBF system. A new 
reduced build volume (RBV) kit has been designed and 
fabricated (Fig. 6) in order to be used in the in-house LPBF 
system. 
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Fig. 6. Design and fabrication of the RBV kit for the in-house LPBF system: 
a) Build block, b) Top plate, c) Existing RBV kit (80 mm x 80 mm), d) Newly 
fabricated RBV kit (25 mm x 75 mm). 


CONCLUSIONS 


The research outlined in this paper is the cornerstone 

for implementing the net zero strategy to the circular 
manufacturing of AM powders. This work illustrates how BM 
can convert machining chips into powders suited for LPBF 
process. The results indicate that it is important to optimise 
the BM parameters (such as BPR, BM time, rotational speed, 
ball diameter and material) to produce powders with the 
targeted particle size and shape. The composition of the 
chips and their length scale also showed a considerable 
impact on the effectiveness of the BM process as well as on 
the particles’ morphology and size distribution. SEM images 
reveal flattened particles in Stage 1 of all trial sets, which 
became more spherical with reduced particle size when 
subject to multi-stage BM. Nonetheless, greater particle 
sphericity, suitable for LPBF process, is yet to be achieved. 
The next step of the current work will be the fabrication of 
AA5083 AM test pieces (particles sieved under 180 um) on 
the in-house LPBF system. The parts’ surface integrity and 
mechanical properties will be compared with those built 
using commercial Al powders with comparable properties. 
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The research investigates the changes in the surface properties and Keywords: 
surface chemistry following laser microtexturing of stainless steel parts, in Microtexturing, laser manufacturing, 
relation to their applications in the energy sector. In particular, the material micromachining, wettability, surface 
compositions of the laser surface textured (LST) parts, together with the oxide chemistry. 


compound formation on them are evaluated with respect to their wettability 

property. Wettability is crucial for heat exchange processes as it affects the 

efficiency of heat transfer by influencing surface contact and the formation Corresponding author: 
of droplets on the heat exchanger surface. Here, two simple LST geometries, EscuderoOrnelasAY@cardiff.ac.uk 
viz. channel and cross-hatch, were produced using a nanosecond fibre laser 

micromachining system. The wettability of the textured surfaces was then 

examined over a period of 45 days with an interval of 15 days. It was observed 

that the former geometry rendered a hydrophilic surface initially, which 

transformed to a hydrophobic surface after 45 days, whereas the latter LST 

design exhibited hydrophobic characteristic over the entire duration of the 

assessment. The material compositions and the oxide compound formation 

on the LST parts were analysed via energy dispersive spectroscopy, X-ray 

photoelectron spectroscopy and X-ray diffraction techniques and the results 

were correlated with the measured wettability data. 
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INTRODUCTION 


The British Petroleum Statistical Review of World Energy 
2021 highlights the need of increasing renewable energy 
production by ~50% before 2050 [1]utilization, and storage; 
and nuclear power development. We used the annual 
‘British Petroleum statistical review of world energy 2021’ 
report as our primary database. Globally, fossil fuels, 
renewable (primarily hydro, wind and solar. A viable 
approach to reach this goal is via reduction of energy 
consumption. In regard to the energy sector, microtextured 
surfaces can offer a viable passive mechanism for 
decreasing energy consumption by reducing drag and 
harnessing greater heat recovery in a turbulent and/ 

or humid environment [2, 3]biomedical, transportation 
and aerospace sectors. In relation to the energy sector, 
microtextured surfaces provide an energy efficient and 
cost-effective passive mechanism for increased heat transfer 
during matter’s phase change in energy recovery systems. 
This study explores the viability of laser microprocessing as 
an attractive manufacturing route for generating textured 
surfaces and compares with the results from a previous 
study involving microgeometries created by micro-wire 
electro discharge machining (uUWEDM. 


One innovative approach to generate renewable energy 
from wind, gales, hurricanes, etc, is via developing High- 
Peak Perishable Energy Recovery systems that are capable 
of enhancing condensation heat transfer [4]. Such systems 
can be developed by producing microtextured surfaces 

on the components using various micromanufacturing 
techniques, e.g. electro-discharge machining, chemical 
machining and laser surface texturing (LST). The 
microtexture geometries, such as ridges grooves, and 
dimples can enhance the thermal capacity of the parts 
under isothermal fluid flow [5]. In wind energy applications, 
microtextures can improve the aerodynamic performance 
of wind turbine blades and increase the efficiency of energy 
generation [2]. As a passive energy-harvesting technology 
that requires no additional energy input or moving 
components, use of microtextured surfaces represent a 
promising pathway toward a sustainable future for the 
energy sector [6]. 


Over the past decade, manufacture of the microtextured 
surfaces has witnessed rapid growth. The correlation 
between microtextures and the boundary layer on 

the surfaces under turbulent fluid flow conditions has 
demonstrated the potential of minor surface modifications 
to significantly impact the fluid dynamics [7]. The primary 
aim of these microtextures is to alter surface properties, 
including wettability properties that can also be influenced 
by the surface chemistry [8, 9]. 


Previous research has proposed and analysed various 
computational fluid dynamics (CFD) software tools to 
identify the most effective simulations based on channel 
designs; however, the effects of the surface chemistry on 
the surface properties of the textured parts has not been 
considered [3]. Other studies have investigated the short- 
and long-term wetting behaviour of laser-textured stainless 
steel surfaces using femtosecond pulses and normal pulse 
mode, with applications in self-cleaning and anti-icing 
through homogeneous hydrophobic chemical modification 
[10]. The relationship between the surface microtexture and 
surface chemistry remains a topic of debate, as researchers 
strive to achieve desired wettability. Investigations into 

the surface chemistry of 2507 super duplex stainless steel 
in aerated, deaerated, and acidified artificial seawater 
have shown that the percentages of oxidised Cr, Fe(II), 

and hydroxides increase while film thickness decreases 
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with acidification [11]. A deeper understanding of the 
interactions among dispersive and non-dispersive chemical 
properties is still imperative [12]. A thorough analysis of the 
chemical compositions of the microtextured surfaces can 
enhance and contribute to the development of innovative 
surface modification techniques for other sectors, such as 
biomedical, marine, aerospace and automotive sectors [13, 
14]. 


MATERIALS AND METHOD 


Laser surface texturing was carried out on 316L stainless 
steel samples, of 35 mm x 35 mm area and 2 mm thickness, 
on a Lasertec DMG-40 nanosecond fibre laser system. 


To achieve a uniform and smooth surface prior to the laser 
texturing, the samples were cleaned with acetone and 
isopropyl alcohol, followed by drying in air. The nominal 
dimensions of the LST geometries are shown in Fig. 1 (a) 
while the CAD designs of the Channel and the Cross-hatch 
textures are displayed in Figs. 1 (b) and 1 (c), respectively. 
A 0.25 mJ laser energy at 80 kHz frequency were used to 
produce the textures, together with a 800 mm/s beam 
scanning speed and 100 um hatch distance. 50 scanning 
passes were given along machine X-axis to generate the 
Channel texture, whereas 50 passes were utilised along 
both X and Y-axes to produce the Cross-hatch pattern. The 
nominal laser beam diameter in all cases were fixed to 32 
um. 


The surface wettability tests were carried out by dropping 10 
uL of water from a syringe on the LST surfaces. The surfaces’ 
wetting property was assessed over a duration of 45 days, 
with an interval of 15 days. Thus, the contact angles of the 
droplets were measured on Day 0, Day 15, Day 30, and Day 
45, by using ImageJ software. 


Nior Y 
50 pm 


Fig. 1. (a) Texture dimensions, (b) Channel and (c) Cross-hatch designs. 


The changes in the material compositions and the oxide 
compound formations on the LST surfaces over the duration 
of 45 days were analysed using different methods such as 
energy dispersive spectroscopy (EDS), X-ray photoelectron 
spectroscopy (XPS) and X-ray diffraction (XRD). A Thermo 
Fisher Scientific K-alphat+ spectrometer was utilised to 
conduct the XPS analysis. Samples were examined using 

a micro-focused monochromatic Al X-ray source (72 W) in 
the ‘400-micron spot’ mode, where an analysis defining an 
elliptical X-ray spot of ~400 um x 600 um was provided. The 
data was captured with pass energies of 150 eV for survey 
scans and 50 eV for high resolution scans, with step sizes of 
1 eV and 0.1 eV, respectively. Data analysis was conducted 
using CasaXPS v2.3.24 software [15]discussions arising 
from a series of workshops have been a significant source 
for developing the overall XPS data processing concept and 
are the motivation for creating this work. These workshops 
organized by the Institut des Matériaux Jean Rouxel (IMN. 
The quantification was determined utilising a Shirley type 
background and Scofield cross-sections with an electron 
energy dependence of -0.6. XRD analysis was carried out 
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using a Siemens D5000 system using a CuKa X-ray target, 
from 20° to 90°, with a step angle of 0.02° and a scan step 
time of 1s. 


RESULTS AND DISCUSSION 


The EDS analysis reveals that the LST specimens were prone 
to oxidation as they were produced under atmospheric 
conditions. As seen from Table 1, the oxygen content 
increased to 9.6 weight% in the Channel textured regions on 
Day 0, from a 5.3 wt% of oxygen content in the untextured 
areas. The same raised to 8.61 wt% in the Cross-hatched 
textures from 4.11 wt% in the untextured fields. The data 
also showed that the Fe content decreased in the textured 
areas, possibly due to the increased oxygen content. The 
higher oxygen content in the textured areas is attributed 

to the recast materials. Oxygen content was found to be 
less than 0.01% at the bottom of the Channels and 0.48% 

at the intersection of the grooves in the Cross-hatch 

design. However, the oxygen contents were ~24.54% and 
~19.60% at the top of the riblets in the Channel and Cross- 
hatch textures, respectively. By comparing the chemical 
compositions of the Channel and Cross-hatch LSTs between 
Day 0 and Day 15, only minor changes were observed, 
except for the carbon content, which increased by over 1% 
in the Channel textures, but by only 0.46% in the Cross- 
hatch textures after 15 days. 


Channel 5.77 | 9.60 | 57.87 | 0.34 | 16.02 | 1.38 
Day 0 

Channel 6.89 | 9.86 | 57.80 | 0.36 | 15.79 | 1.39 
Day 15 

Cross-hatch | 4.13 | 8.61 | 60.35 | 0.33 | 16.93 | 1.76 
Day 0 

Cross-hatch | 4.59 | 8.02 | 60.53 | 0.34 | 16.76 | 1.62 
Day 15 

Table 1. EDS results in wt% on the Channel and Cross-hatch textures after 
Day 0 and Day 15. 


The SEM images of the textures are shown in Figs. 2 and 3. 
For the Channel specimens, the method of manufacturing 
was by removing layers along the X-axis, whereas for the 
Cross-hatch, the laser scanning was repeated along the 
Y-axis after completing scanning along the X-axis. This 
resulted in deeper craters in the Cross-hatch pattern, see 
Fig. 4. 


Fig. 2. SEM images of the Channel texture: Day 0. 
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First Scan 
Vertical 


Second 
Scan 
Horizontal 


Fig. 4. Cross-hatch crater merge. 
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Hydrophobic 


Day 0 
Semi-Hydrophobic 


Fig. 5. Wettability contact angle results. 


The images of the water droplets on the LST surfaces after 
Day 0 and Day 45 are shown in Fig. 5, together with the 
corresponding contact angles obtained via the ImageJ 
software. The changes in the measured contact angles over 
the period of 45 days are displayed in Fig. 6 overleaf. It is 
found that the contact angles for both textures increased 
considerably, by ~111.34% and ~30.57% for the Channel and 
Cross-hatch patterns, respectively. 
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Contact Angle 


=@= Channel 
=@= Crosshatch 


40 1 f i f f fi 


Day 
Fig. 6. Contact angles measured after Days 0, 15, 30, and 45. 


The XRD spectra obtained from both Channel and Cross- 
hatch textures are shown in Fig. 7. The results show that 
iron (Fe), as well as the presence of Fe,O, and Fe,0,, is in 
agreement with the EDS results, which indicates surface 
oxidation. 
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300 
Iron Iron Austenite 
Fermite Austenite 


250 Nickel 
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Position ( ° 20) 
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Fig. 7. XRD phase analysis on the Channel and Cross-hatch LST 
specimens. 
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Fig. 8. XPS analysis of oxygen (O), iron (Fe) and carbon (C) on the Channel 
LST specimen. 


131 


The XPS results are on the Channel design are shown in Fig. 
8. Possibly the minor variation in the percentage of carbonyl 
groups attributed to the change in the wettability property 
of the Channel textures, i.e. from hydrophilic after Day 0 to 
become hydrophobic after Day 45. 


CONCLUSIONS 


The paper reports material composition and surface 
chemistry analysis of LST parts over a duration of 45 days 
after texturing. The effects of these two factors on the 
wettability property of the textured surfaces are evaluated. 
The data suggests that surface oxidation as well as the 
presence of certain carbon-based compounds (in particular, 
carbonyl groups) might play a crucial role in determining the 
hydrophilicity or hydrophobicity of the textured surfaces. 
Future work will involve an in-depth study investigating the 
effects of other elements present in the material, such as 

Cr, Mo, Ni, Mn and N, on the wettability property. A deeper 
insight in understanding of how surface chemistry changes 
via laser texturing will immensely aid in designing bespoke 
textured surfaces with controlled surface and material 
properties. 
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model of the HESS can be used for power systems dynamic simulation 
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INTRODUCTION 


Hydrogen has the potential to contribute to tackling the 
climate change and reducing CO, emissions in power 
systems. A Hydrogen-based Energy Storage System (HESS) is 
a long-term storage solution to decarbonise power systems 
as the excess electricity from renewables can be stored for 
later use in the form of hydrogen. 


In this study, models of the HESS components were 
developed and verified against experimental data from the 
literature [1]. The HESS model can be used for dynamic 
simulation studies, where the HESS, for example, is 
providing frequency support services to the power system 
operator. As shown in Fig. 1, the HESS consists of a Polymer 
Electrolyte Membrane or Proton Exchange Membrane (PEM) 
electrolyser stack, low-pressure and high-pressure hydrogen 
storage tanks, a two-stage hydrogen compressor and a PEM 
fuel cell stack. The modelling of the HESS accessories, such 
as gases purification systems, pressure regulators and flow 
regulators, is beyond the scope of this study. 


Electrolyser 


Converter 
Pinput a <7 


i 
z 
a 
>be 
ap! essor (H ] 


Low-pressure High-pressure 
Storage tank Storage tank 


Fig. 1. The developed model of HESS. 


MODELLING OF HESS COMPONENTS 


Electrolyser and fuel cells stacks are the key parts of HESSs. 
This study focused on the modelling of the electrolyser as 
exactly the reverse electrochemical processes are occurring 
in the PEM fuel cells. 


Modelling of a PEM electrolyser stack 

A mathematical model of the PEM electrolyser is developed 
based on [1-3]. Information listed in [1, 3] were based 

on HESS projects in the USA and Germany. The dynamic 
model consists of three parts or sub-models, i.e. an 
electrochemical, hydrogen production and thermal sub- 
models. It is assumed that pressure effects and pressure 
drops are neglected, the temperature is uniform in the 
electrolyser stack and all cells have identical thermal 
behaviour [1]. Figure 2 shows the block diagram of the 
three sub-models of the developed electrolyser model. The 
dynamic behaviour of the thermal part impacts the other 
parts through the change in the temperature. 


z H2 production 
Current H2 production a rate 
| part 


Electrochemical mr 
| part Ambient 
Voltage tecnics p| Thermal Temp. 
SS | part 


Fig. 2. The block diagram of interaction between the electrolyser 
sub-models. 
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Electrochemical part 

The electrochemical part represents the current-voltage 
characteristics of the electrolyser cell. The mathematical 
description of the electrolyser cell voltage is given in 
equation (1) [1, 2]: 


Voeu = Yoo + Vact + Vonm + Vaiss (1) 


where Voc is the open-circuit voltage (V), V,., is the 
activation overpotentials at the anode and cathode (V,.,), 
Vrm is ohmic overpotential (V,,..), Vay is the diffusion or 


concentration overpotential (V). 


Nernst equation is used to compute the open-circuit voltage 
for water electrolysis [2]: 


Voc = Erev + a In (=a£o))] (2) 
where E, is the reversible electrolyser cell voltage (V), 

Ris the universal ideal gas constant (J/mol K), Tis the 
electrolyser stack temperature (K), poz and p; are the 
partial pressures of oxygen and hydrogen (Pa), a;,.,is the 
water activity between electrode and membrane, z is the 
number of moving electrons and F is Faraday’s constant (A 
sec/mol). 


The reversible voltage equals 1.229 V at standard 
temperature and pressure conditions. At other 
temperatures, it can be determined by [2]: 


Epey = 1.229 — 0.9 x 10-3(T — 298) (3) 


The activation overpotential or overvoltage describes the 
speed of the reactions taking place at the electrode surface. 
As electrons are transferred to or from the electrodes, part 
of the applied voltage is lost [2]. Different representations 
of the activation overpotential were found in literature, and 
Tafel correlation was adopted in this research [1]: 


Vact = == [In (=| (4) 


where a, is the charge transfer coefficient, i, in (A/m?) is 
exchange current density and i in (A/m?) is the electrolyser 
stack current density, which is calculated by [1]: 


I 


i= Acell (5) 


where Zin (A) is the electrolyser stack current and Ae in 
(m?) is the electrolyser cell active area. The value of the 
charge transfer coefficient and the exchange current density 
were extracted from experimental data using non-linear 
regression analysis because the materials of the catalyst 
were unknown [1]. Additionally, the kinetics of the hydrogen 
reactions at the cathode occur faster than the kinetics of 
the oxygen reactions at the anode, and hence the activation 
overpotentials at the cathode are neglected [1]. 


The ohmic overvoltages or overpotentials are caused by 
the ohmic resistance of the bipolar plates, electrolytes 
and surfaces of the electrodes [1, 2]. Since the membrane 
resistance is about 10 times bigger than other resistances, 
other resistances are neglected in this research [1]. This 
study adopts the empirical correlations proposed by [4]: 


Vonm = (6) 


Om 


where ¢, in (m) is the membrane thickness and ø, in (S/m) is 


m m 


the membrane conductivity. ø, is a function of the protonic 


m 


exchange, which in turn is a function of the temperature: 
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Gm = (0.005139, — 0.00326)el2% (sos~7)] (7) 


where J,, is the average membrane water content. It is 
considered that the membrane is completely saturated with 
water, and hence a value of 17 represents good hydration 


[1]. 


The diffusion or concentration overpotential or overvoltage 
occurs due to the mass transfer process that changes 

the concentration of the reactants at the surfaces of 

the electrodes [1, 2]. The diffusion overpotential can be 
described by [1]: 


RT i 
Vars = Fox [In(1+)] (8) 
where £ is an empirical coefficient and i,,,, in (A/m?) is called 
limit current density. Both values were extracted from 
experimental data using non-linear regression techniques 


[1]. 


Hydrogen production part 

The production rate of the hydrogen is directly proportional 
to the transfer rate of electrons at the electrodes, according 
to Faraday’s law [1-3]. For an electrolyser of (n) cells 
connected in series, the hydrogen production rate (n';) in 
(mol/s) is expressed by: 


ni 


TH, = Mp FF (9) 


where 77,,is Faraday’s efficiency. Faraday’s efficiency is 
the ratio of the actual to theoretical maximum amount of 
hydrogen produced by the electrolyser. This efficiency is 
often called current efficiency as it is caused by parasitic 
current losses along the gas ducts in the cell block [5]. 
Faraday’s efficiency empirical expression is [1]: 


Ne = —0.0922 + 0.0091 I + 0.00003 1° — 0,0000003 7° (10) 


Thermal part 

An equivalent thermal parameters model is used to simulate 
the overall thermal energy balance in the electrolyser 

cells stack [3]. An electrical analogy is used to represent 

the potential of heat storage in the electrolyser cells by 

a capacitance and heat transfer resistance from the cells 

to the surrounding. The rate of internal thermal energy 
generated (i.e. Q’,,, in W) in the electrolyser due to 
inefficiencies is partly stored in the surrounding mass (i.e. 

O store in W). Part of the generated thermal energy is lost or 
transferred to the ambient (i.e. Q`, in W). A water-based 
auxiliary cooling system is assumed, which is responsible for 
transferring another part of the generated thermal energy to 
maintain the stack temperature stable (i.e. Q’,,,, in W). The 
overall thermal energy balance is represented by: 


Qstore = Qgen — Qioss — coor (11) 
Qstore = Cn (12) 
Qgen = nVeen — Vin)! (13) 
Quoss =o (14) 


Rth 


Qcoot = Cow (Tew i = Tew o) = UAyyLMTD (15) 


where C,, is the heat capacity of the electrolyser stack (J/ 
°C), T, is the ambient gatos (°C), Ry, is the equivalent 
thermal resistance (°C/W), V „is the thermoneutral voltage, 
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C,,, is the heat capacity of the water used for cooling per 
second (W/°C), T., ; is the inlet temperature of the cooling 
water (°C), T., , is the outlet temperature of the cooling 
water (°C), UA „yis the effective heat exchange coefficient for 
the cooling process, which is the product of the heat transfer 
coefficient by the exposed surface area (W/°C), LMTD is the 
Logarithmic Mean Temperature Difference between the cold 
and hot feeds at each end of the auxiliary cooling system 
(°C); 


The capacity and resistance can be estimated 
experimentally using heating curves and they are related 
to the rated power of the electrolyser [1]. Based on values 
found in the literature [1], an average value of (3 J/°C W) 
for the capacity and (0.09 °C/W) for the resistance were 
considered [1]. Hence, for a 6 kW PEM electrolyser, 21 kJ/ 
°C of thermal capacity and 0.09 °C/W of thermal resistance 
were considered. 


The effective heat transfer coefficient can be calculated in 
terms of the electrolyser current, an empirical expression 
that considers the heat transfer by heat conduction and 
convection is used [3]: 


UAnx = Gcona + I Beonv (16) 
where ana is the conductive heat exchange coefficient (W/ 


°C) and b.,,,, is the convective heat exchange coefficient (W/ 
°C A). The LMTD is calculated by: 


— _(Mceu-Tew i)-(Tceu-Tew_o) 
ee In[ (Tceu-Tew_i)/(Tceut-Tew.o)| (17) 
If the LMTD is assumed to be of a constant temperature, the 
outlet temperature of the cooling water is: 


“an 


Tewo = Tewi + (Tee — Tew) 1—e Cw 


(18) 
It was assumed that the water-based auxiliary cooling 
system is identical to the system reported in the literature 
[3, 6]. Hence, the same model parameters were used. Table 
1 list the values used for all parameters of the electrolyser. 


Modelling of hydrogen storage tanks 

Two tanks were assumed to store the produced hydrogen. 
Figure 3 shows the block diagram of both tanks and the 
hydrogen compressor. 


Low and high-pressure storage tanks 

It was assumed that the temperature of the stored hydrogen 
in both tanks is kept constant, i.e. equal to the electrolyser 
temperature during the production of the hydrogen, using 
cooling and heating processes. However, the cooling and 
heating processes are out of this research scope. The 
Beattie-Bridgeman equation was used to describe the 
relationship between values of the pressure, volume and 
temperature in both storage tanks, as follows [7]: 


Cty | [Zs 
+B, 
Ptank m Vtank T? 


NH2 
briny )| 4o(1-7 Via a 


Vtank Vtank’ 


where pang in (atm) is hydrogen pressure in the tank, V, 
in (litre) is the volume of the tank and a, b, c, A,, Bare 
constants, for hydrogen gas they are (-0.00506 litre/mol, 
-0.04359 litre/mol, 504 litre-K?/mol, 0.1975 atm litre?/mol?, 
0.02096 litre/mol respectively. 


tank 
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The ideal gas law [5] was used to estimate the amount of 
hydrogen stored in both tanks: 


Ny, = Peau soak (20) 
where n, in (mol) is the total amount of gas, Pan is in Pa, 
Vang ÎS in m3, Tis in K and R is in kPa-m3/kmol-K [8]. For the 
volume of 25 mè, the buffer or low-pressure tank can hold 
approximately 245 Nm? (10.91 kmol), i.e. when the pressure 
is 13 bar and the temperature is 85 °C (i.e. close to the 
electrolyser temperature at the rated power of 6 kW). While 
the volume of the high-pressure tank of 26 m*can hold 
approximately 2349 Nm? (104.8 kmol), i.e. when the pressure 
is 120 bar and the temperature is 85 °C. 
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Fig. 3. The block diagram of the interaction between storage tanks and 
the compressor models. 


Table 1. The values of parameters of the electrolyser. 
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Table 1. The values of parameters of the electrolyser. 


Hydrogen compressor 
A model of a two-stage polytropic compressor reported 
in [5] was adopted. The work done by the compressor 


(P compressor) ÌN (W) is [5]: 
_ NH2(Pstage1+Pstage 2) 
Feompressor = compressor (21) 
= 
— KpeRT), _(_Px kpit 
Pstage E Kp 1 (=) (22) 
kpitRT (2) 
— “plt Pstage2 k, 
Pangea =a |1 a (23) 


Px = y Pstage 1 + Pstage 2 (24) 
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where compressor 1S the compressor efficiency (equal 63% [9]), 
kK, is the polytropic coefficient (equal 1.4), p, in (Pa) is the 
intermediate stage pressure, Di... ; in (Pa) is the first stage 
pressure (i.e. 1300 kPa (equal 13 bar)) and Pyiage 2 in (Pa) is 


the second stage pressure (i.e. 12000 kPa (equal 120 bar)). 


Acompressor controller was modelled based on [5]. The 
compressor follows a simple controlling approach: it is 
switched ON when the pressure in the buffer tank rises 
above 10 bar and switched OFF when the buffer tank 
pressure drops below 6 bar. The compressor works with a 
constant hydrogen flow rate of 5 Nm3/h. The compressed 
hydrogen is stored in the high-pressure tank, as shown in 
Fig. 3. 


Fuel cells stack model 
The dynamic model of a fuel cell stack available in Simulink/ 
Matlab® library was adopted in this study. 


Modelling of AC/DC converters 

Since both stacks of electrolyser cells and fuel cells are 
operating using the DC voltage, AC to DC converters are 
required. A simplified model of AC/DC converters developed 
in [10] was used. 


SIMULATION RESULTS AND VALIDATION 


The model of electrolyser was validated by comparison 
with experimental results from the literature and Root Mean 
Square Error (RMSE) was used to indicate the difference 
between the results. The data reported in [1] were presented 
in graphic form, and hence extracted data accuracy from 
these publications might be affected slightly. Regarding the 
validation of models of storage tanks and the compressor, 
the different experimental conditions in [5, 7] prevented 

the direct comparison of the results. The validation of the 
PEM electrolyser model was carried out by comparing 
polarization and hydrogen production curves against 
experimental data from a project in the USA [1]. Figure 4 
shows the hydrogen production rate of the electrolyser, 

and the RMSE value is 0.0044 Nm°/h. Figure 5 depicts the V-I 
characterisation (polarisation) curve of the electrolyser, and 
the RMSE value is 0.027 V. 
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Fig. 4. The hydrogen production rate of the electrolyser. 
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Fig. 5. The polarisation curve of the electrolyser. 


CONCLUSIONS 


Models of the components of a HESS, i.e. an electrolyser, 
hydrogen storage tanks and hydrogen compressor were 
developed, simulated and validated based on data reported 
in the literature. The model of the HESS can be used for 
dynamic simulation studies of power systems. 
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Acoustic Noise Emission Detection 
and Location Analysis trom a 
Scaled Laminated Transformer 


In this paper the vibrational noise of a small scale laminated transformer core Keywords: 
is measured to study the magnetic phenomena known as magnetostriction Power transformer, noise, acoustics, 
which generates its characteristic hum. Noise frequency measurements magnetostriction. 


are recorded using traditional microphone arrangements and a highly 
sophisticated 2D acoustic camera array to trial its application. The recorded 
results examine the frequency harmonics of the transformer noise and 
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Acoustic Noise Emission Detection and Location Analysis 
from a Scaled Laminated Transformer 


INTRODUCTION 


Electrical power transformers exhibit three sources of noise 
whilst in operation: core noise caused by a combination of 
the magnetostriction phenomena and Maxwell forces at 
joints, load noise caused by electromagnetic forces in the 
windings and structural components due to current leakage 
flux and noise generated by the operation of cooling and fan 
equipment [1]. It is beneficial to reduce the noise produced 
by electrical transformers as the continuous tone and 
character can cause irritation and discomfort to humans. 
This is especially important in urban areas where high 
density populations require increasing transformer size, and 
hence noise, in close proximity to many individuals. In some 
countries maximum permissible noise levels have been 
stipulated varying in values from normal levels in rural areas 
to lower values in large urban environments. Cities such as 
New York have even introduced ultra-low levels such is the 
importance of this issue [2]. 


Currently new transformer cores are designed to uniformly 
distribute magnetic flux with low levels of flux harmonics in 
the core and joints. Transformer cores are held by complex 
clamping structures and are designed to uniformly clamp 
laminations to avoid deformations. Transformer tanks 
must avoid noise and resonances therefore reducing sound 
radiation from the core and windings [3]. In order to meet 
future noise restrictions it is necessary to further examine 
and understand the total process of sound generation from 
magnetostriction, transmission and radiation in order to 
design and build future environmentally friendly ‘quiet’ 
transformers. 


British and international standards, IEC 60076-10 [4] and 

IEC 61672 [5], detail how power transformer noise should 

be measured, however, varying methods of reporting 
results and equipment allows for a wide variation in results 
and evaluation. Currently some results measure total 
collective noise level of the transformer (dBA) and others 
the individual recordings from components such as core and 
fan noise, total noise level or loaded/unloaded transformer 
noise [1]. 


Core noise due to magnetostriction is caused by small 
mechanical deformations in the core laminations when 

a magnetic field is applied. These small changes in the 
dimensions of the core are independent of flux direction and 
therefore occur at double the supply frequency i.e 100Hz for 
a 50Hz supply. Furthermore, the effect of magnetostriction 
can introduce higher frequency harmonics of multiple 
orders above the initial 100Hz. Therefore, core noise has 
components at multiples of 100 or 120Hz (for 50Hz and 60Hz 
transformers respectively) [6,7]. In this paper the vibration 
of a small scaled laminated core transformer is measured 
whilst powered under no-load conditions and the magnetic 
phenomena known as magnetostriction further examined 
to generate a characteristic hum classified as “noise”. 

The noise measurements are recorded using a traditional 
microphone circular ring arrangement, a 2D traditional 
microphone array and finally a highly sophisticated 2D 
acoustic camera array to trial its application. 


MATERIALS AND METHODS 


The test arrangement used throughout experimentation in 
this paper consisted of a scaled three phase transformer, 
under no-load conditions, powered from a three phase 
regulator and individual variacs or variable transformers 
for each phase as shown in Fig. 1. Throughout testing the 
direct voltage and current from the scaled transformer was 
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monitored and recorded through a digital power meter. 
The voltage and current of the variacs that adjust the 
voltage induced in the transformer windings are directly 
adjustable using a National Instruments data acquisition 
card connected to a computer control system shown in Fig. 
1. In this paper the scaled transformer dimensions were 
550(W)x550(H)x80(D) and the clamping bolts of the support 
structure were intentionally left loose. The transformer has 
an applied phase voltage of 50V which is equivalent to an 
average 1.5T magnetic flux density. 


Three Phase 
Supply 
r Microphona(s) 


Tiea Ring / Array 


Phase 
Voltage 
Earth | Regulator 


Neutral 


e 
Variac Phase 3 


Anechoic Chamber 


Fig. 1. Transformer noise electrical test arrangement and data 
measurement setup. 


The conventional microphone ring arrangement consisted 
of 8 prepolarized condenser microphones and the array 
consisted of 9 of the same condenser microphones all with 
a frequency range of 8-12500 Hz with a response of 27.2 
mV/Pa at 1000 Hz. Each of these microphones were fed 

into a preamplifier and then into a conditioning amplifier 
to enable the clearest and largest signal output. Individual 
signals from each microphone fed through the conditioning 
amplifier was monitored and recorded in real time using a 
data acquisition card and computer. 


The conventional microphones are arranged in a ring or 2D 
array arrangement 70cm from the transformer core such 

as could be achieved using the anechoic chamber. For the 
ring arrangement there were six microphones positioned to 
directly oppose each side of each transformer limb and two 
microphones either end of the transformer as shown in Fig. 
2. For the array arrangement each microphone was placed 
22cm apart horizontally and 20cm apart vertically so that a 
total of 9 microphones in a 3x3 array was constructed ina 
40cm(H) x 44cm(W) arrangement to directly oppose one side 
of each transformer limb as shown in Fig. 3 overleaf. 


Fig. 2. Conventional eight microphone ring test arrangement placed 
70cm from the transformer. 
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Fig. 3. Conventional nine microphone array test arrangement placed 
70cm from the transformer. 


The highly sophisticated near field 2D acoustic camera [8] 
that was utilized for the second half of the testing consisted 
of an array of 96 microphones with a frequency range of 

40 Hz to 2 kHz for nearfield SONAH measurements (larger 
ranges are possible for far field measurements). This array 
was connected to a computer via a data acquisition system 
to record both microphone and camera data using the 
proprietary software. 


The scaled transformer and microphone array are enclosed 
within an anechoic chamber to reduce background noise 
and interference and ensure the recordings taken refer 
specifically to the noise produced by the transformer as 
shown in Fig. 4. The transformer and acoustic camera were 
centered and placed 4cm apart as show in Fig. 5 providing 
maximum coverage of the transformer core. 


Fig. 4. Scaled electrical transformer and acoustic camera array inside the 
anechoic chamber. 
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Fig. 5. Testing arrangement of acoustic camera and scaled electrical 
transformer. 
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RESULTS 


Initially a background noise level recording was taken using 
the conventional microphones prior to any power being 
provided to the transformer as shown in Fig 6. The results 
from the background recording in Fig. 6 show that even in 
an anechoic chamber not all sources of background noise 
can be eliminated especially below 100Hz. 
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Fig. 6. Background noise level inside the anechoic chamber recorded 
using conventional microphones in array formation. 


Following this the conventional microphones were arranged 
in a ring formation and a recording taken for the transformer 
at 1.5T as shown in Fig. 7 Next the same microphones were 
arranged in an array formation, as described in the methods 
section, and the data recorded for the transformer at 1.5T is 
shown in Fig. 8. 
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Fig. 7. Noise level of the transformer at 1.5T inside the anechoic chamber 
recorded using conventional microphones in ring formation. 
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Fig. 8. Noise level of the transformer at 1.5T inside the anechoic chamber 
recorded using conventional microphones in array formation. 
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Following this the conventional microphones were replaced 
with the sensitive acoustic camera array and a new 
recording undertaken for the background noise level of the 
anechoic chamber without the transformer powered as 
shown in Fig. 9. 
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Fig. 9. Background noise level from inside the anechoic chamber 
recorded using the acoustic camera array. 


Acoustic Noise Emission Detection and Location Analysis 
from a Scaled Laminated Transformer 


Finally, the acoustic camera array was used to record the 
noise from the transformer at 1.5T inside the anechoic 
chamber as shown in Fig. 10. 
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Fig. 10. Noise level of the transformer at 1.5T from the scaled transformer 
inside the anechoic chamber recorded using the acoustic camera array. 


The results from Fig. 10 were further enhanced using the 
acoustic camera array to map the noise detection from the 
96 microphone array to a precise location on the camera 
recordings using nearfield SONAH location detection. The 
acoustic camera location mapping results for the 300Hz 
peak in Fig. 10, with the transformer at 1.5T, is shown Fig. 11. 
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Fig. 11. 300Hz Noise detection for the scaled transformer at 1.5T inside 
the anechoic chamber recorded using the acoustic camera array. 


DISCUSSION 


In Fig. 6 and Fig. 9 the background noise levels in 

the anechoic chamber from two comparative sets of 
microphone arrays were recorded. The figures indicate that 
both sets of microphones were comparable and show the 
same background noise below 100Hz with small amounts 
of noise detected around 300Hz. Fig. 6 and Fig. 9 also 

show that the low levels of noise in the anechoic chamber 
allows for scientific experimentation and measurements 

to be undertaken from the noise produced by a magnetic 
transformer core when resonating due to magnetostriction. 


In Fig. 7 and Fig. 8 the same conventional microphones were 
used in an array and ring formation to produce a recording 
of the noise from the transformer at 1.5T. Fig. 7 and Fig. 8 
show the increased noise levels recorded at 100Hz caused 
by magnetostriction at double the supply frequency. 

The results also clearly show the harmonics produced at 
multiples of 100Hz including 200Hz, 300Hz etc all the way 
up to 1400Hz and beyond. These harmonics generally 
decline in magnitude as the frequency increases. In Fig. 8 
the array formation also indicates additional harmonics at 
150Hz, 250Hz etc up to 800Hz which do not appear in the 
ring formation and will require further examination and 
experimentation to understand. 


In Fig. 10 the acoustic camera array is used to record the 
noise from the transformer at 1.5T. In comparison to Fig. 
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7 and Fig. 8. the results obtained by the acoustic camera 
in Fig. 10 are broadly equivalent and clearly show the 
transformer noise produced at 100Hz and the harmonic 
multiples at 200Hz, 300Hz and beyond. Furthermore, the 
acoustic camera array was used to highlight and identify 
sources of noise location overlayed on the photos from 
the camera which is possible due to the large number 

of microphones in the array. In Fig. 11 the noise for the 
300Hz signal, taken from Fig. 10, detected from the 
acoustic camera array indicates the top right corner of the 
transformer core and structure was the source of noise 
which was resonating significantly. 


CONCLUSIONS 


In conclusion this research highlights the comparative 
noise measurements from a scaled transformer at 1.5T that 
can be undertaken using both a conventional microphone 
setup and a novel acoustic camera array. It indicates that 
the continued use of an acoustic camera array to further 
understand sources of resonating transformer harmonics 
can be undertaken and further examination is required 

to understand noise source location and frequency in 
greater detail. Future research will examine the location of 
transformer noise at varying magnetic flux densities with 
different degrees of clamping levels of the core structure 
to understand the fundamentals of magnetostriction in a 
complex structure and a transformer core. 
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SUSTAINABLE ENERGY 


Measuring the Coupled Effect of 
Heat and Stress on the Magnetic 
Properties of Electrical Steel 


The coupled effect of heat and stress on the magnetic properties of electrical Keywords: 
steel laminations is measured using a novel single-strip tester (SST) Magnetic properties, electrical steel, 
that applies uniaxial stress and localised heating to a sample. Magnetic heat, stress. 


characteristics, such as hysteresis curves, power losses and permeability, are 
produced as a function of stress, whose effect varies with temperature. The 
proposed system improves on existing systems by removing the need for a 
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INTRODUCTION 


Electrical or silicon steel is widely used in the construction 
of electric motors as magnetic material via excitation coils 
where permanent magnets are not suitable; hence the 
magnetic properties of this material are a very important 
aspect of motor efficiency. Stressing silicon streel affects 
magnetisation due to imposed restriction on domain 
movement through the Villari effect [1]; increasing the 
temperature has a complex effect on this behaviour, not 
only affecting electrical resistivity but also magnetisation 
and mechanical properties [2]. Therefore an environment, 
such as an electric motor in an automotive drive system, 
that applies both stress and temperature conditions to 
silicon steel changes the nominal magnetic performance of 
the material. This effect is largely not considered by motor 
designers when selecting a grade of electrical steel since this 
type of measurement is not conducted by manufacturers 
who market their material based on international standards 
that exclude variable temperature and stress. 


The coupled effect of heat and stress on the magnetic 
properties of electrical laminations can be investigated 
using the novel apparatus presented here that applies 
localised heating to a uniaxially-stressed lamination. 
Magnetic property data are recorded during the 
measurement to enable stress- and temperature- 
dependent power loss and permeability analysis of the 
material, which is essential when designing or considering 
materials for automotive applications. Existing methods to 
conduct this type of measurement have used of ultra-high- 
pressure containers or furnaces [3], which are considerably 
more complex and larger than the proposed system shown 
in Fig. 1, which offers greater measurement repeatability 
and usability. 


Fig. 1. SST apparatus to apply heat and stress while recording magnetic 
data; A = iron yoke, B = coil windings, C = aluminium grip, D = piston. 


METHODOLOGY 


An SST was designed and built to apply uniaxial stress and 
localised heating to a silicon steel Epstein lamination (30mm 
x 305mm) while magnetic measurements are conducted. 

A piston applies either tensile or compressive stress to one 
end of the clamped sample while a thin silicone heater 
strip is affixed to its surface as it lies inside coil windings 
that magnetise and measure the subsequent magnetic flux 
density. Different temperatures (from room temperature 
to 150°C) can be set while varying stresses (+/-100MPa) 

are imparted, during which inductions from 0.1-1.8T are 
measured at 5-1500Hz. 


Stress application 

The Epstein sample lies vertically between horizontal 
iron yokes to remove the compression applied by the 
top yoke in the conventional SST set up. This is essential 
for applying the intended stress condition which cannot 
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be effectively administered if a yoke lay atop the Epstein 
sample. Another issue with stress applications arises from 
inadequate gripping of the sample, leading to non-uniform 
stress distribution; this has been addressed by sintering the 
aluminium clamp faces that grip the ends of the sample. 
Additionally, the sample is sandwiched between the wall of 
the coil housing and a ceramic spacer which is held in place 
with screws to prevent sample buckling. A feedback system 
measures the pressure exerted on the load cell in the piston 
and adjusts the pressure in the piston accordingly to apply 
the desired stress to the sample. 


Heat Application 

Embedded into the spacer is a silicone heater strip 

whose temperature is set by a thermal controller using a 
thermocouple in contact with the sample. The resistive 
windings inside the strip are arranged so as not to interfere 
with the magnetic field in the sample. 


RESULTS AND DISCUSSION 


For the below measurements, data from magnetic 
measurements of 1.5T at 400Hz are presented in the tensile 
stress range of 0-35MPa and temperature range of 50-150°C. 
The stress range selected is to explore the effects of the 
Villari region at different temperatures, which typically 
occurs within the 1-25MPa boundary [4]. The material 
exhibited is a 3.3% silicon B32 0.5mm grade of non-oriented 
electrical steel. 


Different stress inductions create different loss temperature 
profiles within the Villari region, as seen in Fig. 2, where the 
profiles with the most change are likely Villari boundaries 
for this material since the loss-temperature response is 
more consistent above 10MPa. 
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Fig. 2. Power losses at 1.5T, 400Hz due to different temperatures. Power 
losses normalised to lowest temperature recorded in each stress profile. 


Figure 3 shows Fig. 2’s data from the perspective of the 
loss-stress profile to contrast the small effect that large 
increases in temperature have on the loss-stress profile. 
Given the contribution of Eddy currents at 400Hz, increases 
in temperature will decrease power losses through 
increasing electrical resistance; however, this effect is 
marginal compared to the effects of stress. Figure 4 further 
demonstrates the dominance of stress over temperature 
effects with the increase in coercivity between stressed and 
unstressed states while temperature has a negligible effect 
on this. Moreover, the BH loop distortion is dominated by 
stress. 


Measuring the Coupled Effect of Heat and Stress on 
the Magnetic Properties of Electrical Steel 
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Fig. 3. Power losses due to stress at 1.5T, 400Hz and different 
temperatures. 
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Fig.4. Magnetic hysteresis at 1.5T, 400Hz due to different temperatures in 
a stress (top) and unstressed (bottom) state. 


147 


CONCLUSIONS 


The novel test jig presented is capable of measuring the 
magnetic properties of electrical steel laminations at 
different stresses and temperatures in conjunction, and 
could be used further to characterise the dependence of 
heat and stress effects on material factors that govern 
hysteresis. 


Increases in both stress and temperature negatively impact 
magnetic permeability; however, within the operational 
environment of an electric motor the stress effects are 
dominant and increase power losses by ~30% at 35MPa, 
while temperatures of 150°C can reduce power losses by 
~3% for the same stress due to Eddy current reduction. 


Stress-dependent models could implement a temperature 
coefficient similarly. 
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SUSTAINABLE ENERGY 


Development of a Multi- 
Community Peer-to-Peer 
Electricity Trading Mechanism 


Peer-to-peer electricity trading allows individual energy producers and Keywords: 

consumers to trade electricity directly with one another. They can be P2P electricity trading, flexible load, 
managed as a single unit in the form of an energy community. However, in heat pump, renewable energies, 
this study, a multi-community peer-to-peer electricity trading mechanism was multi-community system. 


developed to enable excess electricity from renewable sources to be traded 

between multiple communities. For this purpose, two energy communities 

were considered, in which there are generation and storage technologies Corresponding author: 
such as PV panels, wind turbines, energy storage systems, and flexible and ShafiekhaniM@cardiff.ac.uk 
non-flexible loads. A Bill Sharing method was adopted to determine the 

price of electricity traded between different peers within each community 

and between the two communities and the suppliers. The efficacy of the 

proposed peer-to-peer electricity trading in decreasing the cost of satisfying 

the electricity demand in the communities was investigated. The proposed 

model reduces the average daily electricity costs by 64% compared with the 

case without peer-to-peer electricity trading. 
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Development of a Multi-Community Peer-to-Peer 
Electricity Trading Mechanism 


INTRODUCTION 


Worldwide? approximately 50 billion tonnes of greenhouse 
gases are emitted annually, almost 75% of which are related 
to the electricity sector [1]. Total GHG emissions in the UK in 
2020 were 405 million tonnes. 27% of the greenhouse gases 
emissions was from transport sector, 21% from electricity 
supply, and 17% from businesses (as the three most 
polluting sectors). The total emissions are nearly 50% lower 
than in 1990 which is significant progress towards the UK’s 
goal of reaching net-zero emissions by 2050 [2]. 


The increase in the share of Distributed Renewable Energy 
Resources (DRER) is a response to policies and incentives 
aimed at reducing emissions and addressing global 
warming. However, this increase in DRER poses challenges, 
such as managing the variability and intermittency of 
renewable sources, as well as integrating DRER into the 
existing power grid. To address these challenges, peer- 
to-peer (P2P) electricity trading has the potential to 

offer a solution. P2P trading allows customers to trade 
excess electricity generated from their DRER directly with 
each other, which can help balance the grid. This causes 
consumers to appear in the role of prosumers. By providing 
a means for customers to participate in energy markets, P2P 
trading can also help democratize the energy system. While 
P2P trading is not a complete solution, it offers a promising 
approach to address the challenges associated with the 
increase in DRER and can help promote a more sustainable 
and resilient energy system. A prosumer is an electricity 
customer who could also generate electricity. The excess 
electricity can be fed back into the grid and/or be traded 
with other prosumers. New marketplaces and business 
models are required to enable/empower prosumers and 
market participants [3,4] to minimize the costs of the entire 
system as well as their own costs. 


LITERATURE REVIEW 


There are various P2P electricity trading mechanisms, such 
as Supply Demand Ratio [3-7], Mid-Market Rate [8,9], and 
Bill Sharing [10-12]. These P2P pricing mechanisms have 
been utilized in various research with different objectives. 


A method has been developed in [3] to examine the effects 
of Distributed Energy Resource ownership on the benefit 
of each participant in the form of a single community 
microgrid in the P2P trading market. The Supply Demand 
Ratio method was used to calculate the P2P trading prices 
in this study. An energy management method is proposed 
in [4] that integrates demand-side management into the 
P2P electricity trading problem. Demand side management 
offers flexibility for community residents to participate 

in the P2P electricity market. They use a uniform pricing 
and electricity-allocation mechanism based on the Supply 
Demand Ratio method to ensure that every household 
within the community residents can participate fairly in P2P 
electricity trading. A smart bidding strategy is developed 

in [5] for a community of smart homes with different 
distributed energy resources, battery, electric vehicle, 

and smart appliances (thermal and electrical loads). The 
proposed algorithm involves a double auction mechanism, 
in which bidding occurs between the prosumers and 
consumers based on Supply Demand Ratio and real-time 
pricing. A deep learning-based P2P transaction method 
combined with Supply Demand Ratio is proposed in [6], 
which uses a data-driven approach to build a transaction 
behaviour model to optimize the energy consumption 
plans and P2P bids of prosumers in the community. The 
Supply Demand Ratio pricing mechanism has been utilized 
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in [7] to develop an approach to optimize the charging/ 
discharging schedule of battery energy storage systems in 
the microgrids of prosumers based on an energy router- 
based energy sharing structure. 


A joint Mid-Market Rate-based P2P electricity and carbon 
allowance trading mechanism for a small building 
community is proposed in [8]. It claims to address (1) the 
increasing penetration of renewable energies and the 
complicated operation of coupling multi-energy sectors; 
(2) the lack of integration of the energy market and carbon 
emission trading scheme; and (3) privacy concerns in the 
energy system. The authors in [9] formulate P2P trading 

as a multi-agent coordination problem and propose a 
multi-agent deep reinforcement learning method to address 
it. They also utilize the Mid-Market Rate pricing mechanism 
to enable electricity trading among peers. Some studies 
have used the Bill Sharing method for P2P electricity 
trading. 


Some studies have used Bill Sharing mechanism for P2P 
electricity trading. Two mechanisms are proposed in [10] 
to construct a stable grand coalition of a single community 
prosumers to adequately incentivize them to participate 

in P2P trading. The first involves a benefit distribution 
scheme, whereas the second involves a pricing mechanism 
based on the Bill Sharing method. The operational costs 

of an individual household and community are optimized 
in [11] using the Bill Sharing method for various degrees 
of PV penetration in the form of a P2P electricity trading 
problem. A systematic index system is developed in [12] 

to evaluate the performance of various P2P electricity- 
sharing mechanisms, such as the BS, Mid-Market Rate, 
and Supply Demand Ratio methods and three different 
technical indexes, i.e., energy balance, power flatness and 
self-sufficiency were investigated. The flaw in the BS method 
used in all these studies is that only the cost and income 
of buying and selling electricity from/to the supplier are 
considered. For example, when the community has excess 
electricity, the amount of excess electricity is sold to the 
supplier, and the income is divided between the producer 
peers. Consumer peers do not pay for their consumption 
and producer peers are not paid for supplying electricity 
within the community. 


Here, we develop a multi-community P2P electricity trading 
mechanism in a multiple-community system as Fig. 1. In this 
structure, each community can compensate for its needs 
from other communities as well as suppliers. 


Main Grid 


Meter 
= 


ESS: Energy Storage System FL: Flexible Load 


Fig. 1. Multiple-community structure. 
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FORMULATION OF A P2P ELECTRICITY TRADING PROBLEM 


The P2P electricity trading was formulated as an 
optimization problem with an objective function to 
minimize the cost to all communities conducting P2P 
electricity trading (Eq. 1): 


cY (Yr pim alm — ye) (1) 


k=1 t=1n=1 


where, am [£/kWh] and 48% [£/kwh] represent electricity 
import and export prices in the community at time, 
respectively. The amount of electricity imported by peer n in 
community k at time ¢, is denoted by Pén: [kW]. The amount 
of electricity exported is denoted by p?*, [kW]. n is the index 
of peers and kis the index of communities. Pm, and PZ, are 
calculated by Eqs. 2 and 3. 


PI™ = Dine + Pere + Flint — Ment VkEK, VteT, YneN (2) 
PEX e = Gemt + Peet — Mine WkeK, VteT, YneN (3) 


The electricity demand of peer n in the community k at time 
tis denoted by Pyne [kW]. Furthermore, the generation of 
peer n in the community k at time ¢ is denoted by 

Grnt [KW]. The instantaneous overlapping of consumption 
and generation of peer n in community k at time tis denoted 
by: 


Sar Ch Dch 
Mente = Min(Dene + Pint + Plant Gent + Print) 


Air-source heat pumps have been considered as the 

Flexible Load (FL) [13]. They enable prosumers and also 
Energy Storage Systems to provide flexibility and exchange 
electricity with suppliers or other prosumers in response to 
P2P electricity trading prices. Flin: [kW] represents flexible 
load’s consumption of the nth peer in community k at time ¢. 
Details regarding the formulation of the Flexible Load can be 
found in [13]. 


pcr [kW] and pect [kW] are positive variables and denoted 

the battery charging and discharging power of the nth peer 
in community k at time ¢. Details regarding the formulation 
of the Energy Storage System can be found in [13]. 


BILL SHARING METHOD 


The Bill Sharing method is a cost sharing method that each 
peer inside a community pays for its individual electricity 
use. This cost is shared according to individual peer’s total 
electricity consumption and export. The electricity use is 
calculated for individual peers. We have developed the 

BS’s formulation used in literatures for multi-community 
systems. In the multi-community system, there is a 
coordinator that has access to all data of all peers and 
solves the optimization problem, which is related to the 
day-ahead market. By solving the P2P electricity trading 
problem by the coordinator, the energy exchanged between 
peers and communities and their prices are determined. In 
fact, exchanges between peers and communities happen 
simultaneously. The formulation of the Bill Sharing method 
is stated in Eqs. (4) and (5). 48$ [£/kWh] is the base price 
and it is assumed to be equal to Smart Export Guarantee 
(SEG) tariff rate [14] (a fixed payment for sending electricity 
to the grid which has been used in the UK since 1 Jan 

2020) in this paper. £;*“* [kWh] represents the amount of 
electricity from a supplier to the community k at time ¢. age« 
[kWh] shows community k’s supplier price at time ¢. E} 
[kWh] represents exported electricity from community i to 
community k at time ¢. ef" [kWh] and ££% [kWh] show total 
electricity imported and exported by community k at time ¢, 
respectively. 
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CASE STUDY AND RESULTS 


There are two energy communities: a and 6 as shown in 
Figure 1. In community a (k =1), there are 15 peers (n= 1, 
2, ..., 15)), and in community ß (k =2), there are 18 peers (n 
=1,2,..., 18)). Figure 2 shows predicted generation, and 
demand of the communities and Fig. 3 shows the suppliers 
prices, and SEG tariff rate. Each community has got its 
own supplier. As Figure 2 shows, in the first 12 hours, there 
was excess electricity in community £, and this situation 
occurred for community a from 9:00 to 17:00. The SEG 
tariff rate is equal to 5.5 pence in the system [14]. There is 
an Energy Storage System in community a with a capacity 
of 100 kWh/50 kW. The proposed model is simulated using 
CPLEX solver in GAMS software. 


—*— Demand a —@— Generation a —®— Demand P —#— Generation B 


12 14 
Time (h) 


Fig. 2. Predicted generation and demand of communities. 
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Fig. 3. Market prices 


Figure 4 shows P2P prices in both communities. As is clear 
from Eqs. (4)-(5), the minimum import and export prices 

in each community are equal to the base price (Az). The 
minimum import price in each community occurs when a 
community does not import electricity from its supplier or 
other communities. Community ß has not imported any 
electricity from the supplier or community a during hours 
1:00 to 13:00, so its peer’s import price is equal to the base 
price. This happened to the community a during hours 
9:00-18:00. Community 6 has been importing electricity 
from community a and its supplier since hour 14:00, so 
during these hours, the import price has exceeded the base 
price (red line in Fig. 4). Community a imports electricity 
from Community p during hours 1:00 to 8:00 and imports 
electricity from the supplier during hours 19:00 to 24:00, so 
the import price has exceeded the base price during these 
hours. 
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Fig. 4. P2P prices. 


As it is clear from Eq. (4), the export price in each community 
depends only on the amount of electricity exported to 
another community and the export price. In the first eight 
hours and hour 13:00, community 6 exports electricity to 
community a, and during hours 14:00 to 18:00, community 
a. exports electricity to community B. The between- 
community prices during these hours are illustrated in 

Fig. 4. Community a exports electricity to community B 
only during hours 14:00 to 18:00, so only during these 

hours its export price can exceed the base price; however, 
considering that the between-communhity prices are equal 
to the base price during these hours, the export price in this 
community is equal to the base price. It should be noted 
that during the hours when community a does not export 
electricity to community B, the export price is equal to the 
base price. Community 6 exports electricity to community 
a during hours 1:00 to 8:00 (blue line in Fig. 5), and the 
between-communhity price is higher than the base price 
during these hours (purple line in Fig. 4), so the export price 
in this community is higher than the base price (blue line in 
Fig. 4). Because community 6 does not export electricity to 
community a during other hours, the export price is equal to 
the base price. 
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Fig. 5. Trading electricity in communities 


The ambient air temperature and power consumption of the 
flexible load are presented in Fig. 6. It is known that as the 
temperature decreases, the amount of electricity consumed 
to maintain the inside temperature of houses within a 
comfortable range increase. The state of charge of the ESS 
is also shown in this figure. The Energy Storage System is 
charged at 12:00 and 13:00, because during these hours, 
the community a faces an excess of electricity. During hours 
18:00 and 19:00, the Energy Storage System discharged all 
its electricity because during these hours, the community 
faced a deficit of electricity. Finally, it’s charged at hour 
24:00 to reach the initial state of charge. 
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Fig. 6. SOC of the ESS and FL’s consumption. 


The total cost of the studied system is £599.66. In order 

to verify the advantage of between-community trading, 
another model was also solved without between- 
community trading. In that case, the total cost is £651.47, 
which is 8.6% higher than with community-community 
trading. In order to reveal the effect of P2P electricity trading 
compared to the traditional market, another model was also 
solved in the form of a traditional market, and the total cost 
in this case is £1646.68, which is almost triple that of the P2P 
case. 


CONCLUSIONS 


This paper describes a multi-community P2P electricity 
trading mechanism in a local electricity market. The Bill 
Sharing method, which is a cost-sharing method, was 
developed as the pricing mechanism for this structure. 

It was found that P2P in a multi-community system with 
between-community trading capability reduces the total 
cost of the electricity by 64% compared with the case 
without P2P electricity trading. It was also found that 
without between-community trading in the same system, 
the cost increases by more than 8%. 
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Double-ended Fault 
Location Method with 
Reduced Measurements 


The double-ended impedance-based fault location Method (DEFLM) uses Keywords: 

the wideband frequency content of the transient generated by the fault to Double-ended, fault location, high 
determine the impedance from the point of measurement to the fault. This frequency, impedance-estimation, 
work evaluates the use of DEFLM in integrated power system such as those transient. 


in More Electric Vehicles. Two approaches have been investigated with two 

measurements from two terminals and with one reduced measurement. The 

outcomes demonstrate that the DEFLM with full measurements provide a very Corresponding author: 
high accuracy of the fault location with accuracy reaches 99% assuming the JahangerJ@cardiff.ac.uk 
two end measurements are synchronized. On the other hand, the DEFLM with 

reduced current measurement from loads end shows less accuracy as the 

fault reaches the load terminal. However, the accuracy still high and within 

acceptable range utilizing more cost-effective approach. 
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INTRODUCTION 


Having a quick and accurate technique for locating faults 
is crucial in an integrated power system (IPS) because it 
reduces the time required to restore power to loads and 
enhances the system’s reliability [1]. Additionally, creating 
a fault location method that is affordable and requires 
minimal measurements is a challenging task to solve. 


Double-ended impedance-based fault location is a widely 
used technique in the field of power system protection, 
enabling accurate and efficient fault location on distribution 
lines. The method is based on the measurement of 
impedance before and after the fault occurrence, and 
analysis of the difference in impedance measurements at 
both ends of the line to determine the location of the fault. 
Many studies have been conducted on the double-ended 
impedance-based fault location technique, demonstrating 
its effectiveness and reliability [2-5]. For example, a study by 
Aboshady (2017) [2] applied the technique to a distribution 
network, showing its ability to accurately locate faults even 
in such situations. Another study by Bahmanyar et al. (2017) 
[3] compared the performance of different fault location 
methods, demonstrating the advantage of the double- 
ended impedance-based method in terms of accuracy and 
robustness. 


In summary, the double-ended impedance-based fault 
location technique has several advantages over other 
methods, including its non-intrusive nature, independence 
from line parameters, and ability to locate faults in both 
radial and meshed networks. Moreover, the technique has 
been implemented in studied for commercial protection 
relays, further demonstrating its practicality and reliability 
in real-world applications[4-5]. However, it requires full 
voltage and current measurements from both terminals of 
the faulted line. In this work, a double-ended impedance 
based with less measurements at non-fundamental 
frequencies is explored. 


DOUBLE ENDED FAULT LOCATION METHOD (DEFLM) 


In this section, a double-ended impedance based 
fault location method will be introduced based on full 
measurement and reduced measurement. 


DEFLM 

A single-phase circuit with a short circuit on the distribution 
line, is shown in Fig. 1(a), and is used to introduce the 

basis of this method. The supply impedance is represented 
by(Z,), while Z, is the equivalent load impedance. The 
cable impedance between the fault and the source end is 
Z, and the remaining impedance Z,,. represents the cable 
impedance from the fault point to the receiving end of the 
line. Note that the earth and the neutral are connected. The 
supply source at non-fundamental frequencies behaves as 
a short circuit, as shown in the Thevenin equivalent circuit 
of Fig. 1(b), while the fault is represented as a transient 
source which creates an equal and opposite voltage to the 
instantaneous pre-fault voltage (Vp) at the fault location. 
POM1 is the point-of-measurement at the source end, while 
PON2 is the point-of-measurement at the receiving end. 
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Z Zs = d. ZineP 


Zıx = (l-d). Zine-P 


POMI 2, = d. Zine- Zi-x Poia 


Fig. 1. Single line diagram with short circuit fault (a) Network at 50Hz, (b) 
Network at High frequency contents. 


Kirchhoff’s laws are applied to the measured voltage and 
current during a fault for the measurements at both ends of 
the line to calculate the impedance between POM1 and the 
fault , yields (1) [6 - 8]: 


Ve + Ug. Za + Ip Rp = Ve + Ip Zig + Ip- Rp (1) 


where VY, J, are the voltage and current measurement at the 
source end of the line and V., I, are the measured voltage 
and current at the receiving (load) end. The total impedance 
of the line is Z, = Z,+ Z,,. Rearranging (1) for Z, , gives (2): 


L Vp-Vetly ZI 
Zs = Istly (2) 


The fault distance is calculated by dividing Z, by the per- 
meter impedance of the line (Z,,,,.,,), as given in (3). The 
imaginary part of the impedance only is used because the 
reactance is not influenced by the fault resistance, and at 
higher frequencies, the reactance dominates the overall 
impedance more than the resistance. Furthermore, (2) 
shows that the fault resistance information, as well as the 
knowledge of the load impedance or the supply impedance 
are not required by the proposed DEFLM. 


7 Vr Vstlr Z4 
imag( Tti, ) (3) 
imag (Ztine-p) 


DEFLM, ignoring I, 

It is proposed that the DEFLM can be implemented using 
only three measurements. In this approach, the source end 
voltage and current, as well as the receiving end voltage, will 
be required. Equation (2) is approximated by (4), which will 
be used in this section. 


Vr- Vs 


Z= (4) 
Compared to (2), 7, is neglected in the denominator because 
at non-fundamental frequencies, it is assumed that 

1,<< I. Similarly, /,*Z, in the numerator of (2) will be very 
small compared to , hence, neglecting it has a limited 
influence on the estimated reactance and hence less 
measurement is required. 


Double-ended Fault Location Method 
with Reduced Measurements 


RESULTS 


A model of a simple system was created using MATLAB/ 
Simulink software. The single line diagram of the power 
system fault demonstrator at the ‘Flex Elec’ Laboratory- 
based IPS/microgrid at the University of Nottingham is 
shown in Fig. 2 [7,8], while the simulated demonstrator is 
shown in Fig. 3. The system consists of four sections with 
zone 1, 2 and 4 of 10m in length while zone 3 is 20 m. Each 
section is represented by lumped series resistance and 
inductance while the line capacitance is ignored due to the 
size and length of the cable used in the demonstrator. The 
current limiter and the load are also represented by pure 
resistance and inductance in series whereas the busbar 
and the power transformer are represented by a simple AC 
supply as shown in Fig. 3. 
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Fig. 2. Fault demonstrator at the University of Nottingham. 
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Fig. 3. MATLAB simulation of the Fault Demonstrator. 


The per-unit-length resistance and inductance for each 
section are 1.15 mQ/m and 0.82 H/m [6-7], respectively. 
The load magnitude is (22+0.157j) Q and the current limiting 
impedance is (0.5 + 0.0157j) Q at 50Hz. Voltage and current 
transients measured at both ends, as shown in Fig. 4, are 
captured for 10ms at a sampling frequency of 50 kHz. The 
signals are then processed by multiplying it with a Blackman 
window. Finally, a Fast Fourier Transform (FFT) is used to 
transform the time domain signals to frequency domain 

and these are then used in (3). The frequency domain 
representation of these transients are derived using the FFT 
from the time domain signals and are shown in Fig. 5 with a 
frequency range up to 5 kHz. 
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Fig. 4. Captured signals from POM1 and POM2 of the Simulated model. 
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Fig. 5. Normalised Frequency domain representation of the measured 
signals from POM1 and POM2. 


DEFLT Results 

Five locations have been selected to create a line to ground 
fault through a 0.10 resistance as marked in Fig. 3: FO, 

F10, F20, F40, and F50. FO represents a fault at the source 
end (POM1) while F50 is a fault at the receiving (POM2) 

end which is 50m from the source end. The data window 

is selected so that the fault transient is at the centre of the 
captured window as shown in Fig. 4. 5ms of pre-fault and 
5ms of during-fault of data is utilized for the fault location 
algorithm. 


The impedance estimated for the five fault locations in the 
frequency domain up to 3 kHz is shown in Fig. 6(a) which 
is the imaginary part while Fig. 6(b) is the real part of the 
impedance. 
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Fig. 6 Estimated impedance using DEFLM (a) Inductance part of the 
estimated Impedance (top), and (b) resistance part of the estimated 
impedance (bottom). 


These estimated magnitudes represent the value of 
impedance between the source end and the fault location 
at non-fundamental frequencies, which is as indicated in 
Fig. 1. The solid lines represent the actual values used in 
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the model (Xact.), while the dashed lines are the estimated 
values (Xest.) using the DEFLM. It was found that the 
technique regarding the reactance part shows a strong 
match between estimated and actual values in the higher 
frequency range up to 3000 Hz while the resistance shows 
poorer accuracy than the reactance in the high frequency 
range. This is because in the high frequency range, the 
reactance is many times bigger than the resistance and any 
small error in the angle identified by the FFT process causes 
a significant error in the estimated resistance. However, the 
resistance can be ignored because the value of reactance 

is much higher than the resistance. Hence, the reactance is 
selected to locate the fault by dividing it with the per-metre 
reactance of the line at different frequencies. 


DEFLM, ignoring I, results 

In this section, the DEFLT with one less measurement will 
be investigated. Receiving end current (/,) is dropped and 
equation (4) is used to estimate the and consequently the 
distance. 


Two line-neutral fault tests (F20 and F40) are imposed with 
Rf = 4.50 in order to demonstrate this approach. In Fig. 7 
shown for F20, the estimated reactance using (4) (the solid 
blue line) is compared to the estimation using (2) (the dash- 
dotted red line). There is an obvious match between the 
two estimations. There is a small reduction in the accuracy 
when a fault was imposed 40m from the source-end (F40), 
which is shown in Fig. 8. However, the increase in the 
percentage error is less than 1%. 
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Fig.7. Estimated reactance using (2) versus (4) for fault at 10m. 
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Fig. 8. Estimated reactance using (2) versus (4) for fault at 40m. 


This behaviour is verified by looking at the frequency 
domain of the signals using in Fig. 9 which shows that 
L<1,f) aswellas [.*Z,) << V.- V, . Figure 9 shows the 
frequence domain representatiaon of the measured signals 
for fault at 10m (top) /,,Z,and 7, +Z,; and (bottom) V.- V, , 


s r 


L*Z,, and V,- V,+1,%Z). 
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Fig.9. Frequency domain representation of the measured signals for fault 
at 10m. 


CONCLUSIONS 


A DEFLM based on higher frequency content of the fault 
generated transient utilizing full two ends measurements 
and reduced measurements is introduced and investigated. 
It has been shown that the DEFLM shows a very high 
accuracy when locating fault using the voltage and current 
measurements from the two terminals. Additionally, the 
proposed approach by reducing the required measurements 
from the load end, showed that the accuracy can drops. 
However, the accuracy of the proposed approach is still 
within acceptable rate. 
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SUSTAINABLE ENERGY 


Spectroscopic Measurements 
of Light Emissions trom High 
Current Arcs 


Due to the destructive impact of lightning, and the risk of increasing strikes 
attributed to climate change on the natural and built environment, work has 
been carried out to study the temperature and light emitted by laboratory 
generated lightning using non-invasive light-based instrumentation, which 
will allow optimisation of lightning protection. Using spectroscopy, the 
optical emission spectrum of a 55 kA lightning arc with a copper fuse wire 
was obtained for study. The results showed the light radiated in the visible 
and infrared range, with strong copper emission lines seen, and determined 
a temperature of the arc of 8,531+577 K. This is in preparation for sub- 
nanosecond resolution data to be recorded using a new streak spectrograph 
to create temporal data of lightning arcs. A new laboratory experimental 

set up is being developed to explore further electromagnetic emissions in 
the infrared, ultraviolet and x-rays, to derive other useful information about 
lightning phenomena. 
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Spectroscopic Measurements of Light Emissions 
from High Current Arcs 


INTRODUCTION 


Lightning is one of the most unpredictable and destructive 
phenomena in nature, which can cause critical damage to 
infrastructure, transportation and power networks, and lead 
to natural disasters such as uncontrolled wildfires. As global 
temperature increases due to climate change, it is estimated 
that the energy of lightning strikes will also increase, as 

well as its frequency by 5 - 6 % per degree Celsius [1-3]but 
the impact of global warming on lightning rates is poorly 
constrained. Here we propose that the lightning flash rate 

is proportional to the convective available potential energy 
(CAPE. There is a growing scientific interest in understanding 
the interactions and further characteristics of lightning. The 
temperature, energy, arc initiation and duration of lightning 
arcs are all important parameters to study and improve 
their quantification to allow optimised lightning protection 
[4]. However, lightning is difficult to study in nature, as well 
as when generated in a laboratory, particularly because 

it can damage or destroy most instrumentation and 

analysis techniques. Therefore, non-contact, non-invasive 
techniques are required to ensure the safety of measuring 
equipment. 


In this study, a detailed high-resolution spectroscopy and 
imaging was carried out to demonstrate the ability to obtain 
characteristic elemental interactions and arc temperature 
from a laboratory generated lightning strike. This type 

of technique will form the basis of a new laboratory 
experimental facility dedicated to the development of light- 
based measurement techniques, from soft x-ray to infrared. 
This will then allow further studies to be conducted, which 
may contribute towards other research areas, such as 
combustion. 


BACKGROUND 


Blackbody radiation is the spectrum of Electromagnetic 
(EM) energy emitted by all objects, with an ideally 
opaque, non-reflective body emitting a perfect curve. This 
continuous spectrum can indicate many characteristics of 
objects such as the temperature and the power radiated. 
As a body begins to rise in temperature, the total emitted 
radiation rises as given by Planck’s Law (Eq. 1): 


2hc? 1 
LAT) = (=) (=—) (1) 
eakeT — 1 


where L is the spectral radiance [W m? sr!], A is Planck’s 
constant (6.63 x10% [J s]), c is the speed of light (3.00 x108 
[ms7]),2 is the emitted wavelength [m], kz is the Boltzmann 
constant (1.4 x10 [J K?]) and Tis the temperature [K]. 


As well as an increase in radiation emitted, the wavelength 
at which the intensity is at its peak decreases due to Wien’s 
Law (Eq. 2): 


Amax = 


Ao 


(2) 
where 4,,,,, is the peak emitted wavelength [m] and bis 
Wien’s displacement constant (2.90 x10° [m K]). 


An illustration of these laws is given in Fig. 1, where the 
spectral radiance in a lightning strike is several orders 

of magnitude higher than the radiance of a human. Also 
included are the radiation curves of the surface of the 

sun (= 5,500 K), and that of a large campfire or a Bunsen 
burner’s flame (= 1,500 K). The area under these curves is 
proportional to the energy and, as such, indicates that the 
energy radiated by an object also increases as temperature 
rises. 
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Fig. 1. The Blackbody Radiation Curves derived from the temperature o 
lightning arc, the sun, a typical fire, and a human. Temperatures (T) are 
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given in the legend. 


With an average temperature of around 30,000 K, it can 

be seen that lightning primarily radiates in the ultraviolet 
range, unlike other objects. These low-wavelength 
electromagnetic waves are extremely high in energy 

but have not been studied in great detail. Studies of the 
blackbody radiation of lightning have primarily investigated 
the near-infrared (NIR) and visible wavelength of the EM 
spectrum. 


Another characteristic phenomenon seen in the spectrum is 
atomic emission lines. When individual elements are excited 
by an energetic event, photons with certain wavelengths, 
specific to that element, are absorbed and re-emitted. By 
measuring the overall light emitted from an event, several 
elements can be identified with their respective emission 
lines. For example, if a spectrograph records a high intensity 
of photons with a wavelength of 777.4 nm, this can be 
identified as oxygen-l [5]. Many elements display a unique 
colour when heated due to having several prominent 
emission lines at a visible wavelength. Examples of this 
include copper burning blue-green with lines at 510.6, 515.3 
and 521.8 nm to name a few, and sodium appearing yellow 
when energised due to prominent lines at 589.0 and 589.6 
nm [6], which is why sodium street lamps glow yellow. 
One method of measuring the temperature using emission 
lines is the ‘two lines method’ [7-10]. When a plasma is in 
local thermodynamic equilibrium, the relative intensities 
of two spectral lines (of the same element) can be used to 
determine the temperature. Using two lines with different 
excited state energies, the temperature of an event can be 
found using Eq. 3 [9,10]: 
E, — Ey 1,A,Azg2\} * 

Pizas) 


T= 
kg TnA2A1 91 


(3) 


where Tis the temperature [K], E; is the excited state 
energy of line i [J], à; is the wavelength of the line [nm], / 
is the intensity of the line, g; is the statistical weight, A;is 
the probability of transition [s] and k, is the Boltzmann 
constant (1.38 x10? [J K?]). 


i 


EXPERIMENTAL METHOD 


To generate lightning with characteristics similar to those 
of natural lightning, a 100 us, 55.5 kA D waveform was used 
in accordance with the EUROCAE ED84 standard and its SAE 
equivalent [11]. A graph showing this measured current 
waveform is given in Fig. 2. 
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Fig 2. A 100 us, 55.5 kA D lightning waveform arc. 


A stainless steel rod electrode with a diameter of 15 mm was 
placed 45 mm away from a flat aluminium grounding plate, 
These selected materials allow for minimal damage during 
repeated impulse testing. As per the ED105 Standard [12], 
an insulating ball is threaded onto the electrode and a0.1 
mm diameter copper initiation wire is attached from the 
end of the electrode to the grounding plane, which helps 

to create a conductive path for the arc and then vaporises 
early during the impulse front. However, the thin fuse 

wire can also be used to obtain prominent emission lines 
providing useful information for temperature calculations. 
Fig. 3 shows the electrode arrangement as well the Czerny- 
Turner integrated spectrographic system used to record 

the spectrum, observing and integrating all light emitted 
during the 100 us event. Light data is recorded from visible 
wavelengths at 390 nm to the infrared range at 950 nm. A 
subrange of 560 nm allows many atomic lines to be seen 
and a more accurate calibration to be performed before 
recording the data. A wavelength resolution of 0.55 nm is 
achieved using a diffraction grating of 150 lines/mm and 

a blaze of 300 nm. An optic fibre is used to collect the light 
emitted, with a collimator to prevent oversaturation. Using a 
slit size of 50 um at the opening of the spectrograph, and an 
exposure time of 5 s, light is collected into the spectrograph 
and reflected using mirrors and a diffraction grating. It is 
then received by a CCD camera array of 1024 pixel bins. 


Diffraction camas 


50 um slit grating 


x 


Optic fibre 


Incoming light 


Initiation 
Wire 


Spectrograph 


Fig 3. Aschematic of the experiment set-up and the inner workings of the 
spectrograph. A stainless steel rod with an insulating ball was placed 45 
mm away from the aluminium grounding plate, with a copper initiation 
wire connecting the two. 


Amercury-argon light source was used to calibrate the 
system. To avoid any background noise, several spectra 
were taken when no event occurred, to subtract these 
values from the final results. This ensures all data analysed 
is from the event alone. 
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To capture the photographic image of the event, a full-frame 
DSLR was used with a shutter opening time of 6 s. Attached 
to the lens of the camera were two ND64 (neutral-density-6- 
stop) filters to reduce saturation in the image. 


RESULTS AND DISCUSSION 


A spectrum of a 55.5 kA lightning impulse was recorded and 
analysed to identify elemental emission lines. From this 
record, a temperature measurement was estimated. 


Figure 4 shows a photographic image of the arc. The colours 
seen in the image already give an indication to the elements 
that will be seen in the spectrum. Copper vapour emits 

a blue-green colour due to prominent atomic emission 

lines in that section of the EM spectrum. The orange in the 
background is the vaporising wire, illuminated by the arc. 


Fig 4. An image of a 55.5 kA lightning arc taken with a shutter opening 
time of 6s. 


Using an integrated spectrograph, Fig. 5 shows the total 
atomic emission obtained over the entire arc lifetime. 

Prior to studying the results, several post-data analyses 
were undertaken. A background spectrum was taken and 
subtracted from the final results, and other factors such as 
quantum efficiency and optic fibre attenuation (as well as 
anomalies such as cosmic rays) were taken into account. 
These peaks were then processed into an intensity plot. This 
allowed for clearer imaging of emission lines. 
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Fig 5. A spectrum and an intensity plot of the spectrum of a 55.5 kA 
lightning arc using a copper initiation wire. 


Spectroscopic Measurements of Light Emissions 
from High Current Arcs 


By employing a coding script in MATLAB, the most 
prominent peaks in the spectrum were identified and 
recorded, with examples seen in Appendix A. Using a 
database of emission lines found in [5,13,14], prominent 
elements were then matched. These peaks may sometimes 
be broader than expected or may be different emission lines 
combined into one peak due to lack of resolution, especially 
when recording a wide wavelength range. To avoid 
misidentifying peaks, the three strongest copper-I peaks 
were used for temperature assessments. The wavelength 

of these peaks are in the blue-green section of the visible 
spectrum, hence the colour found in Fig. 4. 


Examples of three prominent peaks of copper-| are found in 
Table 1. This includes the information required to calculate 
a temperature measurement of the arc. 
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and further complement a schlieren imaging system. As 
lightning emits x-rays, this will give critical information to 
the blackbody radiation of such an event. 
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Appendix A 


Wavelength [nm] Estimated Intensity 
Element [5] [Counts] 
Cu-| Wavelength Energy Intensity g  A[s?] 503.7 Cu-l 2558 
Peak [nm] [J] [Counts] 510.6 Cu-l 3274 
J -9 
1 Cu-I 2558 3273 4 0.2 x10 515.4 Cu-l 4749 
7 -9 
2 Cu-l 3274 4749 4 6.0 x10 521.5 Cu-l 5673 
. -9 
3 Ar-l 2677 5673 6 7.5 x10 529.4 Cu-l 2928 
Table 1. The emission line information for three peaks of Cu-! [5]. 589.5 Ar-l 3005 
617.0 Cu-ll 2776 
Using the values shown in Table 1 in Eq. (3), two different 656.3 H-I 3604 
temperature values were calculated. When comparing peaks 
1 and 2, a temperature of 9108+273 K was calculated and 793.8 O-I 3102 
when comparing peaks 1 and 3, a temperature of 7954+239 809.9 Ar-l 2677 


K was found. Errors are estimated to be around 3% of 

the temperature value. These temperature values have a 
considerable difference, but this is due to the temperature 
being an average, integrated, value across the entire arc 
length (100 us) and so the intensity of emission lines 
varies slightly during that duration. Measurements were 
also taken under the assumption of local thermodynamic 
equilibrium, which is likely not the case over the entire arc 
period. Additional analysis can be carried out to obtain a 
more accurate average value by comparing further peaks, 
examining the emission lines of other elements within the 
same arc, and by measuring the spectrum emitted at time 
intervals, with smaller ranges allowing for more accurate 
results. 


CONCLUSIONS AND FUTURE WORK 


Using integrated spectrograph systems, temperature 
values have been calculated for lightning arcs, but these 
measurements have relatively large differences (around 
1,200 K, which is approximately 15%). As such, more 
detailed work would need to be undertaken to reduce this 
margin of error by primarily using a greater resolution and 
different emission spectra for the analysis. To improve the 
experimental results, streak spectroscopy measurements 
will be undertaken. This offers advanced and faster time- 
resolved measurements which improves accuracy. Such 
streak camera-based spectroscopy will allow temporal 
temperature measurements to be calculated at any point 
during the arc’s lifetime, and thus a detailed variation in 
temperature can be obtained. 


Anew experimental set up will be developed to allow new 

more accurate experiments in this field to be completed. As 
well as detailed temporal spectroscopy, this next laboratory 
setup will allow x-ray emissions of an event to be measured 


Table 2. The intensity and wavelengths of prominent peaks found ina 
spectrum of a 55 kV copper-led lightning arc. 
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SUSTAINABLE ENERGY 


Influence of Fuel Hydrogen Content 
and Atomisation Quality on Ultrafine 
Non-volatile Particulate Matter Emissions 


in RQL Gas Turbine Technology 


Aircraft engines are a source of harmful non-volatile Particulate Matter (nvPM) 
emissions, negatively affecting human health and the global environment. 

To mitigate this, new sources of fuel are being assessed for the commercial 
aviation sector. Sustainable Aviation Fuels (SAF) show significant promise 

as replacements to conventional aviation fuels, with the potential to reduce 
lifecycle CO, and nvPM emissions because of lower aromatic contents 

and higher hydrogen content. Towards better understanding of the nvPM 
emissions from aircraft combustors operating with SAF, this work outlines 
results from the RAPTOR experimental test campaigns performed at Cardiff 
University’s Gas Turbine Research Centre (GTRC). Several aviation fuels of 
varying physiochemical properties were burned in a non-proprietary Rich- 
Quench-Lean (RQL) combustor rig. The nvPM emissions were measured 

using the European nvPM reference system, with data corrected for particle 
loss in the sampling and measurement system using additional particle size 
measurement. nvPM emission reductions were achieved for fuels of higher 
hydrogen content, and system loss correction was required to accurately 
quantify those reductions. Additionally, independent control of the air supply 
to the combustor rig allowed the impact of fuel spray quality to be decoupled 
from AFR, demonstrating that small improvements in spray droplet atomisation 
predicted from benchmarking fuel spray experiments (~5% reduction in SMD) 
consistently yielded significant reductions in nvPM emissions, ranging from 
5-72% for nvPM El 11-89% for nvPM El and 1-7% for GMD. 
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INTRODUCTION 


Commercial aviation is currently responsible for around 
2-3% of anthropogenic CO, emissions, with its global 
contribution expected to rise owing to predicted increases 
in flights and the challenges associated with decarbonising 
aircrafts compared to other sectors (e.g., Automotive) [1], 


[2]. 


Aircraft engines also produce other harmful emissions 
including NOx and non-volatile Particulate Matter (nvPM). 
The production of nvPM is widely attributed to the presence 
of aromatic compounds in conventional Jet fuels, which 
are a carryover from the crude oil refinement process and 
have minimum requirements in current fuel specs [3]. 

The nvPM size from aviation gas turbines typically ranges 
between 10-100 nm [4]-[7], small enough to be absorbed 
by the lungs, resulting in cardiovascular and respiratory 
issues [8], [9]. Most commercial gas turbine engines use 
Rich-Quench-Lean (RQL) combustors, which were originally 
developed to mitigate NOx emissions, however nvPM 
emissions are produced in fuel-rich primary zone [10]Gas 
Turbine Combustion: Alternative Fuels and Emissions, 
Third Edition provides an up-to-date design manual 

and research reference on the design, manufacture, and 
operation of gas turbine combustors in applications ranging 
from aeronautical to power generation. Essentially self- 
contained, the book only requires a moderate amount of 
prior knowledge of physics and chemistry. In response to 
the fluctuating cost and environmental effects of petroleum 
fuel, this third edition includes a new chapter on alternative 
fuels. This chapter presents the physical and chemical 
properties of conventional (petroleum-based with their 
burn out competing with NOx reduction in the secondary 
lean zone. 


Both CO, and nvPM emissions can be reduced using 
Sustainable Aviation Fuels (SAF). SAFs produce CO, during 
combustion but have the potential to offer reduced lifecycle 
CO, emissions through carbon capture at their feedstocks. 
Many SAF also allow for reductions in nvPM emissions 

due to the lower aromatic (higher hydrogen) content they 
typically exhibit [4], [11]. 


SAFs also have the potential to be used as drop-in fuels, 
meaning that they resemble conventional aviation 
kerosene closely enough to be used in existing aircraft 
with minimal modifications. This makes them promising 
to replace existing Jet-A fuels, with numerous pathways 
already approved to allow their use when blended with 
conventional Jet Fuel [12]. 


Towards better understanding the potential benefits of 
implementing SAF, the emissions of six Jet fuels of varying 
physiochemical properties were assessed using a non- 
proprietary RQL representative combustor as part of the 
RAPTOR (Research of Aviation PM Technologies, mOdelling 
and Regulation) research program. The RQL combustor is 
representative of a small aircraft combustor operating at 
low thrust conditions, such as idle on a runway. The nvPM 
and gaseous emissions were measured using the regulatory 
compliant European nvPM reference [13]and rigorous 
testing. Three reference systems for aircraft engine nvPM 
emissions measurement, compliant with the specifications 
for the standardized methodology, were independently 
developed. This paper reports the results of the first 
inter-comparison of these three reference systems using a 
CFM56-7B26/3 aircraft engine to establish repeatability and 
intermediate precision of the sampling and measurement 
systems as part of the multi-agency international 
collaborative projects: Aviation-Particle Regulatory 
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Instrumentation Demonstration Experiment (A-PRIDE, with 
additional particle size measurement performed for both 
particle loss correction, and to investigate the impact of fuel 
properties on particle size (i.e., Geometric Mean Diameter 
(GMD)). Additionally, the impact of atomisation quality on 
emissions was assessed via independent control of the 

air supplies to the fuel atomiser and primary zone cooling 
plate, affording maintenance of the primary and global Air 
to Fuel Ratios (AFR) whilst changing atomisation quality. As 
such, the results of this work facilitate better understanding 
of the impact of both fuel composition and atomisation 
properties on nvPM emissions, towards improving local air 
quality. 


MATERIALS AND METHODS 


Six fuels were assessed, including high-aromatic 
conventional Jet fuels (J-HA1 & J-HA2), a high aromatic 

SAF (A-HA), a low aromatic Gas-To-Liquid fuel (GTL), and 
blends of GTL and Jet fuels (B-HE & B-LA). In line with recent 
research in the field [11], [14], emphasis was given to fuel 
hydrogen content, which was determined using GCxGC- 

FID compositional data and represents the typical range 
encountered across Jet fuels meeting the aromatic and di- 
aromatic specifications prescribed by ASTM D1655 [3]. 


Fuel Hydrogen Total Aromatic Di-Aromatic 
Content Content Content 
(% wt.) (% wt.) (% wt.) 

J-HA1 13.43 24.24 1.07 

A-HA 13.51 20.57 0.28 

J-HA2 13.65 22.75 2.18 

B-HE 14.51 12.82 0.14 

B-LA 14.90 6.71 0.38 

GTL 15.47 0.06 0.00 


Table 1. RAPTOR fuel properties. 


Experiments were undertaken at Cardiff University’s Gas 
Turbine Research Centre (GTRC) using their bespoke 
‘Flexis’ RQL combustor rig. Fuel and atomisation air were 
introduced using a purpose developed prefilming airblast 
atomiser produced using Additive Manufacturing (AM) [15], 
with secondary combustion air introduced through a fixed 
geometry combustion liner manufactured by traditional 
machining techniques. The combustor was housed in 

a High-Pressure Optical Chamber (HPOC), allowing for 
elevated temperatures, and pressure. 


Two iterations of the combustor were used labelled Mk. 

Il and Mk. II-A, with the MK. II-A designed to afford an 
additional air supply feed to the primary zone via an 
internal transply cooling plate. Independent control of the 
air supplies to the atomiser and cooling plate allowed for 
variation in atomisation quality whilst maintaining constant 
primary AFR, thereby decoupling the impact of atomisation 
quality on emissions.Estimation of the atomisation quality 
was achieved using spray characterisation experiments 
carried out prior to combustion testing [15]. Measured 
droplet size data, over a range of operating conditions, were 
used to derive empirical constants for the developed AM 
atomiser, required as inputs for an established atomisation 
correlation [15]. Droplet sizes were measured for a range of 
fuels using a Dantec Fiber PDA system. 
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Fig. 1. RQL combustor atomiser and combustion chamber design. 


Measurement of nvPM number and mass emissions was 
undertaken using the regulatory compliant European 
nvPM reference sampling and measurement system [16], 
[17], which contains several instruments used for the 
traceable determination of nvPM and gaseous emissions 
[13]and rigorous testing. Three reference systems for 
aircraft engine nvPM emissions measurement, compliant 
with the specifications for the standardized methodology, 
were independently developed. This paper reports the 
results of the first inter-comparison of these three reference 
systems using a CFM56-7B26/3 aircraft engine to establish 
repeatability and intermediate precision of the sampling 
and measurement systems as part of the multi-agency 
international collaborative projects: Aviation-Particle 
Regulatory Instrumentation Demonstration Experiment 
(A-PRIDE. 


As per international standards [16] nvPM number and mass 
emissions are reported as Emission Indices (Els) used to 
assess engine performance by giving emitted pollutants 
per unit mass of fuel burned. Particle loss correction was 
performed using a method PSD, [18] to account for the 
significant losses of particles in a regulatory nvPM system, 
with particle size data determined using a Cambustion 
DMS-500. Each test point corresponds to a stable 30-second 
condition with error bars representative of +2 standard 
deviations of the scatter across the point. 


RESULTS AND DISCUSSIONS 


The impact of fuel hydrogen content on loss-corrected 
nvPM El number and mass emissions are shown in Figure 

2 for both combustor iterations. In agreement with the 
literature [4], [11], nvPM emissions are seen to decrease 
with increasing fuel hydrogen content, demonstrating a 
stronger correlation with nvPM emissions than any other 
single fuel property (e.g., aromatic content) . System loss 
correction was critical to accurately quantify the nvPM 
reduction associated with cleaner fuels. This is because 
higher losses are associated with smaller particle sizes, 
typically witnessed for fuels of higher hydrogen content. 
Therefore, engine exit particle number concentrations tend 
to be underpredicted in the case of SAFs without correction, 
resulting in an overprediction in the effectiveness of high 
hydrogen content SAFs in mitigating nvPM. By comparing 
values of El number before and after system loss correction, 
this overprediction was determined empirically as shown 

in Figure 3. As can be seen, without system loss correction, 
El number reductions for higher hydrogen content fuels are 
overestimated by up to ~13%. 
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Fig. 3. Percent overprediction of El number reduction associated with 
increased fuel hydrogen content without system loss correction. 


Additionally, the impact of atomisation quality on nvPM 
emissions was assessed using the Mk. II-A by holding the 
primary and global AFRs constant at a given fuel hydrogen 
content, whilst decreasing the relative proportion of air 
supplied to the atomiser, resulting in worsened atomization 
performance (5% in SMD) as estimated using empirically 
validated correlations [15]. For the rich and lean conditions, 
switching to the reduced atomisation condition was 
achieved by reducing the mass flowrate of air through the 
atomiser by 8.5% and 8.7%, respectively. The results shown 
in Fig. 4 oveleaf highlight that the reduced atomisation 
performance corresponds to an increase in nvPM El number 
(11-89%), mass (5-72%) and particle size (1-7% for GMD) 
across all the fuels and AFRs studied. 


This finding is in agreement with the literature [19], 
suggesting improvements in atomisation quality led to 
higher numbers of smaller particles in the primary zone, 
which are more easily consumed in the secondary lean 
zone, leading to overall reduced PM emissions. 
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Fig. 4. Impact of reduced worsened atomisation quality on nvPM El 
number, mass, and GMD. 


Analysis of the gradients of the plotted trendlines in Fig. 4 

3 suggests that higher increases in nvPM due to worsened 
atomisation are expected for fuels of lower hydrogen 
contents, implying that high aromatic conventional fuels 
could be more sensitive to changes in atomisation quality. 
The results also serve to experimentally demonstrate how 
small changes to atomisation quality can significantly 
impact nvPM number and mass, at least under the relatively 
low power conditions used for experimentation in this 
project. 


CONCLUSIONS 


. A non-proprietary RQL combustor rig with independent 
control of inlet air flows, representative of a small-scale 
aircraft engine operating at low thrust conditions, was 
successfully developed. 


. The nvPM emissions from the RQL combustor were 
characterised using the European reference nvPM 
system for a range of Jet fuels with different hydrogen 
contents. 


. System loss correction using particle size measurement 
was utilised to predict engine exit emissions, allowing 
for more accurate quantification of nvPM emission 
reductions achieved with SAFs of higher hydrogen 
contents. 


. The influence of fuel physical properties affecting spray 
quality may significantly impact nvPM emissions, with 
small improvements in atomisation quality potentially 
resulting in significant decreases in nvPM emissions. 
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SUSTAINABLE ENERGY 


Numerical Wave Flume with 
Lattice Boltzmann Method for 
Wave Energy Converters 


Based on Lattice Boltzmann Method, a free interface tracking model using 
volume of fraction (VOF) technique is built to explore the interaction of 
Oscillating Water Column (OWC) type of Wave Energy Converters (WECs) 
with waves. In the numerical wave flume, the momentum source is applied 
to generate incident waves and absorb reflected waves. After validation, one 
stationary OWC in the absence of Power take-off system (PTO) is then placed 
in the numerical wave flume to examine the performance of the numerical 
scheme. The simulation results show that the numerical stability is well 
achieved with the wave-structure interaction included and there is a strong 


vortex shedding at wall corner and nonlinearity with smaller amplitude in the 
present viscous flow model, compared with the linear potential flow solution. 
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Numerical Wave Flume with Lattice Boltzmann Method 
for Wave Energy Converters 


INTRODUCTION 


The wave energy capture efficiency (CWR) is indeed 
overestimated in the theoretical potential flow model 
developed. To study the hydrodynamic effects of viscosity 
and nonlinearity, a numerical wave flume is created using 
the Lattice Boltzmann method (LBM) to investigate the 
wave-OWC interaction. The LBM method possesses high 
expansibility on the parallel computing for the outstanding 
locality and stability, which can comparably improve the 
simulation efficiency on solving a viscous flow problem [1, 
2]. 


MATERIALS AND METHODS 


The present model uses MRT-LBM method to solve N-S 
equation, in which VOF-based free-surface capturing 
technique by Korner et al. [3] is adopted. Wave is generated 
by the momentum source and absorbed by the sponge layer 
[4], as shown in Fig.1. These algorithms are implemented 
using the High Level Mesoscale System [5]. 


Lattice Boltzmann method 

Boltzmann equation describes the evolution of the density 
distribution function fy (x, t). Its general form with the 
forcing term in the MRT (Multi-Relaxation-Time) model can 
be written as follows: 


falx + eaôt,t + dt) — fa (x, t) M~1[S(m — m°)] + M~1@6t (1) 
where x is the spatial position and ris the time; e, is the 
discrete velocity; t is the non-dimensional time step and 
non-dimensional grid spacing 6x = é6t- V3 ; a ranges from 
1 to 9in two-dimensional space; M and S are transformation 
matrix and relaxation matrix, respectively. = MF is the 
forcing term in moment space, where the Guo Forcing 
Scheme is applied here: 


S E 
@ = (1-5) 8t(0,6CF - u), -6(F- u), Fx -Fx Fp F ys 2(Fetly — Byty),Fytte + Fatty) (2) 


Then the macroscopic quantities can be calculated by the 
velocity moments, 


P = Xa fa » PoU = Xa ea fa +Žôt (3) 


Free-surface capturing method 
Following Korner et al. [3], the single-phase VOF (volume of 
fluid) method is used to capture the gas-liquid interface. The 
fill level of each discrete cell with fluid is evaluated by the 
volume fraction, 

Vftuia 
i Veet (4) 
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It is clear that ¢ = 0 means the present cell is an empty cell 

and s = 1 corresponds to a fill cell. The all interface cells 

with 0 <s < 1 separate liquid from gas. The fill level can be 

further expressed as, 
m . 

a ‘fluid (5) 
Priuia 

In the standard VOF-LBM model, we adopt the first-order 

explicit Euler time difference scheme, 


m(x,t + ôt) = m(x,t) + 2 Amga (6) 


The mass exchange Amg, associated with the convective 
term, between an interface cell at lattice node x and its 
neighbor at x + e, dt is calculated as, 


Am, (x,t) = (fa (x + e,6t,t) — fa (x, t)) Ag 


0, neighbor is empty cell í 
elx,t)+ e(x+ ezôt,t 
Aa = we) Á = : neighbor is interface cell 
1, neighbor is fluid cell 
where eg = —@g. 


Once the mass exchange has been evaluated, the VOF of 
each cell ¢ can be updated on Eq.5. In the advection step, 
the interface cells may be emptied or filled, corresponding 
tos <Qande<1 respectively. For those interface cells, 
their state needs to be updated: the emptied cell to empty 
cell and the filled cell to fluid cell. To seal the gas-liquid 
interface, the surrounding empty cells at each filled cell 
must be converted to interface cells and surrounding fluid 
cells at each emptied cell must be converted to interface 
cells. Then, since there is no valid information at each 

gas cell (empty cell) in the present single-phase flow 
model, those new interface cells converted from empty 
cells needs to be initialized with equilibrium distribution 
fe 1(p?¥8, u?2), in which the macroscopic quantities p*¥8 
and u®¥8 are obtained from the average values of the 
surrounding fluid and interface cells at the moment t + ôt. 


Moreover, the mass conservation is required in the 
advection. That is to say, the excess mass from emptied 
g< 0 and filled e < 1 cells needs to be distributed to the 
neighbouring interface cells as, 
v, 
m(x + e,6t) = m(x + egôt) + m” —— (8) 
Vtotal 
where excess mass m®™ = p for the emptied cells and 
m®* = m — p for the filled cells. 


Sponge | Wave 


layer | generation d Wave-propagating area 


|< m M 


Ls wW 


Rigid wall 


Fig. 1. Sketch of the numerical wave flume 
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Boundary conditions 

For no-slip boundary conditions, a halfway bounce back 
scheme is used, the incoming unknown density distribution 
fa is reconstructed as, 


falx, t + ôt) = fe" (x,t) (9) 


Here f" denotes the density distribution function after 
the collision step. At the slip boundary, the bounce forward 
scheme is adopted to reconstruct the missing distribution, 


far (x,t + 8t) = fL" (x — e, tot, t) (10) 


where q* is the mirrored direction to a with e*t = e«t 
and eœn = —egn (wall normal direction n and tangential 
direction t). 


At a free surface boundary, it is obvious that the incoming 
distributions from empty cells are unknown as the dynamics 
of gas phase does not be considered in the present single- 
phase flow model. Therefore, the free surface kinetic 
boundary condition (FSK) proposed by Korner et al. [3] is 
applied here to reconstruct those missing distributions, 


falx, t + 5t) = -fL (x,t) + fr" (pa u(x, t)) + fy" (pa u(x, t))(11) 


where pa = Pa in present LBM unit system is related to 
surrounding atmosphere pressure. 


Smagorinsky LES 

Free surface flows are characterized by high Reynolds 
numbers in the turbulent regime. Therefore, a large eddy 
model is used to simulate turbulent flows in the case 

of limited computing resource. The LBE-LES model is 
introduced in which the eddy viscosity v, is [2], 


ve = (Csôx)’ IS] (12) 


where C, is the Smagorinsky constant, and mean strain rate 

IISI] = 2SuiSij 

which is calculated by the non-equilibrium part of the mean 

second-order moment II, 

s4 T; j 

CS. 13 
4 2TtotaıP RT ( ) 


= _ vtve 1 
where I;j = Le €ai@ajla — feq and Total =, +3 


represents relaxation time in the LBE-LES model. 
Substituting Eq. 13 into Eq. 12 yields a solution of quadratic 
equation as, 


1 1 2(C,6x)? 14 
Ttotal = 2° + 2 T? + ORT ||| ( ) 
where ||Il| = 2M My. 


Wave generating and absorbing methods 
The distributed momentum source is used to generate 
waves. The equivalent source term S, is, 


D 
Sax = g(2B(x — xs) J)e PO g” wt (15) 
Sgy = 0 
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where g is the gravity acceleration and 2 = 20/W° is a 
coefficient of source width W; x, is the centre of wave 
generating area; D is distribution source density [4]. 


Sponge layers are adopted to achieve wave dissipation in 
the two ends of numerical wave flume. In the sponge area 
with width L,, the damping force S, is given as, 

ns 


e S (16) 
Sp = -(Byut Bulu) — 


x-xo 
Ls 


where B,, B, and n, are empirical coefficient, and x, is the 
starting location of the sponge layer. 


Dimensionless quantities in LBM system 

Different from standard LBM, the present model uses the 
non-dimensional system associated with physical system as 
follows, 


Ma = — (17) 


where u, and |RT are the wave phase velocity (or maximum 
velocity) and characteristic velocities in physical system. 

For a specific Mach number we can evaluate /RT . And the 
characteristic length L, is chosen as the wave amplitude, 
Then the kinetic viscosity and gravity in lattice system can 
be calculated by, 


_ vtVRT g*Lo (18) 


RTL,’ IRT 


where v* kinetic viscosity and g* is the gravity acceleration 
in physical system. 


RESULTS 


Model validation 

To validate the effectiveness of the present free-surface 

model, the Rider-Kothe single vortex test case [6] has been 

simulated. In the case, the collision and streaming do not 

be implemented. A given velocity field according to the 

following streaming function is used to calculated the 

equilibrium distribution functions as the simulation solution 

of each iteration. 

p= Zii nx sin? ny: oe (19) 
T T 

The flow field will restore to the initial state after one 

period. So the simulation results can be compared with the 

analytically filled level VOF to verify the purely advection 

case in absence of collision and streaming. The initial circle 

centre is located at (0.5, 0.75) and the wave period T is set as 

2 s and 128 or 512 grid points is distributed in the 1m square 

domain. Relative errors of the two grid resolution are 4.5% 

and 1.4%, respectively. 


Numerical Wave Flume with Lattice Boltzmann Method 
for Wave Energy Converters 


(a) =0 (b) =T 
(c) 10.27 (d) =0.8T 
(e) &0.4T (f) 0.67 


Fig. 2. Evolution of the fluid interface within one period (grid resolution: 
512 by 512). 


Waves propagation through an OWC 

Following the model validation, waves propagating through 
an OWC without Power take-off system, as shown in Fig. 3, 
are modelled. In this case, the incident wave amplitude is 
0.02m, and water depth h is 0.4m. The wave flume shown 

in Fig. 1 is used. The wave monitoring locations are also 
shown in Fig. 3 as WG1 and WG2, before and after the OWC 
respectively, and WG5 at the location of the OWC. Non-slip 
boundary condition is implemented in the body surface. 


WGI WG5 WG2 
Incident wave 
OF 
t | 
‘ewe 
ka OL E T 
A 15L Al 
vV V 


Fig. 3. Schematic diagram for OWC in wave flume. 


Fig. 4 shows the wave profiles at t=22T and 26T, along the 
wave flume. The simulation results in general agree with 
each other, including the reflected wave in the upstream of 
the OWC and transmission wave in the downstream end, 
showing that the numerical stability has been achieved. 
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Fig. 4. Water surface elevation n along propagation direction at t=22T and 
26T. 
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In addition, the temporal variations of wave elevation at 
x=5L and 9L is presented in Fig. 5, where the potential-flow 
theoretical solutions are also shown. It is obvious that the 
maximum amplitude at the seaside is larger than that at the 
leeside, similar as the linear analytical solution. 


seses Potential flow 
Present model 


e Potential flow 
Present model 


22 23 24 26 27 28 


25 
YT 


Fig. 5. Water surface elevation n at (a) x=5L (left) and (b) x=9L (right). 


For the smaller wave amplitude in the present results, it is 
attribute to the vortex shedding at the sharp corner below 
walls and strong nonlinearity, as shown in Fig. 6. Moreover, 
the stronger nonlinearity in the upstream, due to the larger 
wave amplitude, causes the more significant discrepancy 
between linear potential-flow analytical solution and the 
present numerical results, compared with the transmission 
wave at the downstream of the OWC. 


Fig. 6. Vortex contour below wall from the sharp corner 
(a) t=t, (left) and (b) t=¢,+ 0.19T (right). 


CONCLUSIONS 


In this paper, a free surface model based on VOF-LBM 
method following [1] is established and is applied to wave- 
OWC interaction problem. The numerical results show 

that the present model can simulate complex free surface 
flow compared with those published works. By imposed 
momentum sources, the wave generation and absorption 
functions have been achieved and the numerical stability 
has been validated. In the wave-OWC interaction, the vortex 
shedding and strong nonlinearity cause the relatively small 
amplitude with respect to the linear potential-flow solution. 
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SUSTAINABLE ENERGY 


Mathematical Modelling to 
Optimise an Urban Electric 
Vehicle Charging System 


Many countries are embracing the adoption of electric vehicles for private Keywords: 

transportation as a key measure in decarbonising their transportation sectors. Electric vehicles, sustainable 

In the UK, the Industrial Decarbonisation Strategy provides a blueprint for mobility, mathematical 
industry players to reduce carbon emissions, aligning with the nation’s modelling, assignment problem, 
commitment to reach net zero emissions - a state where human generated decarbonisation. 

greenhouse gases are balanced by their removal from the atmosphere. In line 

with this commitment, the UK is transitioning from conventional vehicles Corresponding author: 

to electric vehicles, with a ban on the sale of new petrol and diesel vehicles MayburyLE@cardiff.ac.uk 


slated for 2030. This transition underscores the need for reliable charging 
infrastructure and systems to support the growing demand for electric 
vehicles. In this article, a charging system for urban areas is proposed. An 
integer linear program model based on queuing theory is developed with 

the goal of minimizing congestion in the charging system. In the results 
section, a case study of Cardiff’s urban centre, with a street network obtained 
from Open Street Map [1] is used to demonstrate the model’s application of 
creating an assignment of apartment blocks to charging stations with the goal 
of minimizing the congestion of the charging stations in the urban area. 
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INTRODUCTION 


Many countries, including the UK, prioritize decarbonisation 
and have implemented policies such as the Net Zero 
Strategy [2] to decarbonise all sectors of the economy 

by 2050. The UK government’s Road to Zero policy [3] 
specifically targets cleaner road transport as part of this 
effort. 


The UK has banned the sale of new petrol and diesel cars 

by 2030, prompting the transportation sector to transition 
towards electric vehicles (EVs) with the aim of achieving net 
zero emissions. This is a costly and ambitious transition that 
must be achieved with minimal expense and disruptions. 
Mathematical modelling can help optimise this transition. 


As such, the approach presented in this paper is to 
mathematically optimise an urban EV charging system, 
with a specific focus on apartment blocks where residents 
typically lack designated parking spots in which to charge 
their vehicle. The optimisation problem incorporates an 
assignment problem and queuing theory to minimise the 
average wait time in the system by optimally assigning 
users to shared charging stations. By implementing the 
optimal solution, we believe congestion in the system 

can be reduced, as each urban resident is assigned a 
priority charging station that serves as their home station 
without incurring extra fees, with an assignment based on 
minimising queue times. 


MATERIALS AND METHODS 


The charging system proposed in this article is based on the 
assumption that those living in apartment blocks do not 
have access to individual home EV charging. As such, they 
will have priority access to a shared home charging station, 
which is a public charging station near the residence. 


The model is formulated as an assignment problem where 
apartment blocks are assigned to charging station queues 

, which correspond to charging stations of fixed locations. 
This assignment is obtained using an ILP (integer linear 
program) optimisation model. The objective of the model 

is to minimise the average queue time over the set of 
charging station queues Q, whilst ensuring that users are 
not assigned to a charging station that is too far away from 
their residence. The ILP is solved using Gurobi Optimization, 
LLC [4]. 


RESULTS 


In this section, the ILP described above is demonstrated 
using a simple example, and also applied to a street network 
of Cardiff City Centre. 


Simple Example 

In the simple example shown in Figure 1, the set of charging 
station queues is and the set of apartment blocks is . The 
edges represent the shortest path between each apartment 
block and each charging station. 


Then the optimal assignment of apartment blocks to 
charging station queues is shown in Figure 2. 
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Fig. 1. Simple network of apartment blocks and charging stations. 


E 


Fig. 2. Optimal assignment of apartment blocks to charging station 
queues. 


Case Study: Cardiff City Centre 

The method is applied to Cardiff’s urban centre. For the 
purpose of the study, a street network is modelled using 

a graph, where nodes are locations and edges are paths 
between the locations. As such, a street network of Cardiff 
is obtained from OpenStreetMap [1] using Python package 
OSMnx [5] which can be seen in Figure 3. 


This street network is a bounding box of size 1100m 
containing the city centre.9 apartment blocks are identified, 
along with 6 potential placements for charging stations to 
be installed. The apartment blocks are located at: Churchill 
Way, The Hayes, Westgate Street, Caroline Street, Bute 
Terrace and Cathedral Road. The carparks are located at St 
David’s Shopping Centre, Capitol Shopping Centre, Dumfries 
Place, Westgate Street, Adam Street, Sophia Gardens, Queen 
Street and Newport Road. These locations can be seen 

in Figure 3, with apartment blocks in blue and potential 
charging stations in red. 


Mathematical Modelling to Optimise an 
Urban Electric Vehicle Charging System 


Fig. 3. Cardiff City Centre street network with apartment blocks and 
potential charging stations in blue and red points respectively. 


The assignment ILP is applied to the street network shown 
in Figure 3, and the optimal assignment of apartment blocks 
to charging stations is calculated, and displayed in Fig. 4. 


Fig. 4. Optimal assignment of apartment blocks to charging stations. 
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DISCUSSION 


The method proposed in this article provides an optimal 
assignment of apartment blocks to charging station queues 
based on the constraints and parameters input, and has 

a number of applications, such as informing city planners 
how many charging points to install at different charging 
locations. It can also be used to compare overall system 
congestion for different charging station locations, by 
varying these locations in the model. 


The method also has limitations. For example, the users 
are considered at an aggregated apartment block based 
level. Future research may employ household level data to 
complete the analysis at a finer scale. 
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SUSTAINABLE ENERGY 


Plasma-assisted Ammonia 
Combustion: The Effect of 
Equivalence Ratio on NO 
EMISSIONS 


As a carbon-free fuel and hydrogen carrier, ammonia has gained 

increasing attention in the combustion community to support the global 
decarbonisation efforts. However, it has unfavorable flame properties and 
emissions characteristics such as low flammability and intrinsic trade-off 
between nitric oxide emissions and slip ammonia that hinders its widespread 
integration to the heat and power sectors. As a promising technology, 
non-thermal plasma has already presented the potential to assist swirling 
ammonia flames with significant improvements in NOX abatement and 
flammability, while eliminating the need for blending with other reactive 
fuels such as hydrogen and methane. For this study, a plasma burner was 
designed to explore plasma discharge interaction with a highly swirling 
premixed ammonia flame over a range of equivalence ratios, and its effect on 
NO emissions. The results revealed that average plasma power varied with 
the equivalence ratio and the reduced electric field affected the NO emissions 
characteristics of premixed ammonia flames. 
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Plasma-assisted Ammonia Combustion: 
The Effect of Equivalence Ratio on NO Emissions 


INTRODUCTION 


As acarbon-free fuel and hydrogen carrier, ammonia (NH3) 
has the potential to support the clean energy transition 

in heat and power industries. Relatively easy to transport 
and store, NH; can also be regarded as a promising energy 
storage medium to leverage renewable energy sources in 
the electrical power generation mix. When produced from 
renewable energy, it provides a zero-carbon energy source 
to power gas turbines. However, burning NH, in gas turbines 
is a challenging task owing to the fundamental flame 
properties and emissions signature of NH, such as the low 
burning rate, high ignition energy and high tendency of 
elevated nitrogen oxides (NO,) emissions[1,2]. The strategies 
for burning ammonia within the regulated NO, emissions 
limits are therefore highly desirable and have become a key 
technological enabler to unleashing the vast potential use of 
ammonia for sustainable clean energy. 


Co-firing ammonia with high-reactive fuels such as hydrogen 
is a proven strategy that can overcome the technical issues 
regarding the low burning rate while releasing zero-carbon 
emissions. As has been shown previously, ammonia flames 
doped with hydrogen (H,) could conserve potential threats 
of flame stability and higher NO, emissions depending on 
H, ratio in the blend and equivalence ratio (@)[3]. Another 
potential strategy is the partial cracking of ammonia to 
hydrogen in a pre-combustion process. However, partially 
cracked NH, mixtures can produce an additional N, diluent 
component relative to NH,-H, blends that reduce the 
efficacy of the burning rate enhancement and can elevate 
NO, emissions with cracked H, fraction[4]. A new strategy is 
required that can simultaneously improve the fundamental 
flame properties and emissions performance of ammonia. 


Plasma has emerged as a promising strategy with a proven 
track record of combustion enhancement, emissions 
abatement and fuel reforming, thanks to its unique 
chemistry that produces a rich pool of ions, electrons, other 
charged particles, neutral species, and heat[5]. Despite the 
relatively rich literature on plasma assisted hydrocarbon 
flames[5], the research on plasma-assisted ammonia 
combustion has lately started burgeoning with successful 
demonstration of applications for improved combustion 
and emissions mitigation[6-12]. The experimental studies 
[6-8,12] confirmed that plasma discharge has significantly 
extended the flammability limits of premixed swirling NH,- 
air flames and reduced the NO emissions. However, the 
reduction has remained limited due to a series of factors 
such as plasma method, discharge gas, applied frequency 
and amplitude, and equivalence ratio. 


In view of the above considerations, the aim of the research 
herein was to investigate plasma discharge-ammonia flame 
interactions over a range of equivalence ratios, with the 
primary focus on analysing discharge signal characteristics 
and its effects on NO emissions. 


MATERIALS AND METHODS 


The generic plasma burner used in the present work is 
based in Cardiff University’s Gas Turbine Research Centre 
(GTRC) and shown schematically in Fig.1(a). The swirl 
manifold consists of eight tangential air supply ports of 

3.5 mm ID, imparting a range of swirling motions to the 
upstream annular flow. The intensity of swirling motions can 
be quantified by a non-dimensional geometric swirl number 
given by [13]: 


= ToDo mg y 
9 24, lmg +m, 


(1) 
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where r, is the radius of the annular pipe into which the 
tangential flow is injected. D, is the diameter of the annular 
pipe at the throat. The terms, my and my are the mass 

flow rates of tangential and axial inlets, respectively. A, is 
the total cross-sectional area of all tangential inlets. In the 
setup, the flame is confined into a quartz tube of 100 mm ID. 
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e 
Grounded HY electrode 
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Fig.1. Plasma burner equipped with a coaxial DBD plasma generation 
system (a) CAD drawing and (b) cut-through view. 


As shown in Fig.1 (b), a coaxial dielectric barrier discharge 
(DBD) plasma generation system was integrated to the swirl 
burner to produce volumetric non-thermal plasma in a 
discharge gap of 7.5 mm between two electrodes separated 
by a quartz nozzle of 40 mm ID serving as a dielectric or an 
insulator. A donut-shaped copper electrode received high 
voltage (HV) pulses while the stainless-steel swirl manifold 
was connected to the central stainless steel electrode of 
25.4 mm which was connected to ground. The HV electrode 
was isolated from the grounded swirl manifold by a Teflon 
insulator. Before being applied to the discharge gap, a signal 
was first generated and then amplified using a waveform 
generator (Rigol 4000 series) and a high voltage amplifier 
(Trek 30/20), respectively. A HV probe (North Star PVM-5) 
and a current pulse transformer (Stangenes current pulse 
transformer) were used in combination with a high-speed 
oscilloscope (Lecroy HDO 6000) to monitor the discharge 
voltage and current waveforms included to measure the 
DBD pulses in the discharge gap. The electrical configuration 
of the rig is illustrated in Fig.2. 
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Fig.2. Electrical configuration of PAC tests at GTRC (burner detail omitted 
for clarity). 
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Gaseous emissions were sampled downstream of the 
confinement quartz tube using a 9-hole equal-area probe, 
regulated with a heat exchanger to maintain temperature 
at 433K. The gas extraction system includes a pump, filter 
block and sample lines maintained at the same temperature 
conforming to the specifications in ISO-11042[14]. 

The sample gas was split and delivered to multiple gas 
analysers housed in a single cabinet. NO concentrations 
were measured as hot and wet at 1 Hz using using heated 
vacuum chemiluminescence (Signal 4000VM), whereas dry 
O, concentrations were quantified by using a paramagnetic 
analyser (Signal 9000MGA). 
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Chemiluminescence spectrum of ammonia flames was 
scanned by using a UV/visible-capable spectrometer 
(Stellernet Inc BLUE-Wave) with a 100-mm focal length 

and a 25-um wide entry slit which was coupled with a UV/ 
visible-capable optical fiber head (Stellernet Inc DLENS 
with F600 fiber optic cable). The spectrometer incorporates 
600-grooves/mm grating and a Si-CCD detector (Sony 
ILX511b) with a spectral resolution of 0.5 nm. The detectors 
exposure time was set to 1 s and 20 scans were averaged to 
improve the signal-to-noise ratio (SNR). 


In this study, the experiments were performed for premixed 
swirling NH,-air flames at equivalence ratios ranging 

from 0.8 to 1.2. For each case, the applied voltage was 

kept constant at 21 kVpk and 400 Hz which would reliably 
maintain a plasma over the measurement duration. The 
geometrical swirl number was maintained constant at 4.36 
+0.012 across the equivalence ratio range by varying the 
ratio of m,/m,. Thermal power output of the ammonia 
flames was kept constant at 8 kW. In all the test points, the 
inlet mixture stayed at ambient temperature; no preheating 
was employed to sustain flame in the combustion zone. 


RESULTS 


Figure 3 shows the phase resolved DBD energy derived 

from the acquisition of 10,000 current pulses in discrete 
time windows for the equivalence ratios of 0.8, 1.0 and 1.2, 
respectively. Phase-resolved discharge colour map indicates 
the density of pulses occurring at a given energy and phase 
on the AC cycle. The figure shows that the individual pulse 
energy did not exceed 0.2mJ, and DBD occurred on both 

the positive and negative-going rising edge of the voltage, 
giving the total energy of 1.825 J, 1.588 J and 1.416 J for 
equivalence ratios of 0.8, 1.0 and 1.2, respectively. 


Energy (md) 


Energy (md) 


Energy (mJ) 


Fig.3. Phase-resolved pulse energy as a function of Equivalence Ratio, for 
P=8kW, V=21kVpk; (a) g=0.8 (top), (b) @=1.0 (middle), and (c) p=1.2 
(bottom). 
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Figure 4 shows the average plasma power, Rive (over 10,000 
pulses) as a function of the equivalence ratio. There was a 
notable reduction in P,,,, with , and this behavior merits 
further investigation. 
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Fig.4. Average plasma power dependency on equivalence ratio. 


Figure 5 shows the local variation of the reduced electric 
field, E/N in the discharge gap (E/N, the electric field 

(V/m) divided by the gas number density(1/m3) and given in 
the unit Townsend (Td) [5]) The calculated reduced electric 
field was varied in a range of 80-130 Td (1Td=107! V*m?), 
regardless of equivalence ratio. 
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Fig.5. Reduced electric field in the space between the grounded central 
electrode and dielectric barrier. Note that E/N is nearly identical for all 
the equivalence ratios, which is expected given the fixed gas pressure. 
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Fig.6. Comparison of NO emissions for plasma-assisted ammonia flames 
and conventional ammonia flames. 


At fuel rich conditions, the plasma effect on NO emissions 
was negligible yet still more pronounced at the lean 
conditions, yielding higher NO concentrations than 
conventional ammonia flames. Regardless of the plasma 
activation, NO emissions notably abated at fuel rich 
conditions. 


Plasma-assisted Ammonia Combustion: 
The Effect of Equivalence Ratio on NO Emissions 


Figure 7 illustrates the peak intensity value of NH,* excited 
radicals at 630 nm (corresponding to NH2 a band[15]) in the 
chemiluminescence spectrum of ammonia flames. 
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Fig.7. NH,* chemiluminescence intensity of plasma-assisted ammonia 
flames and conventional ammonia flames over the equivalence ratio 
range. 


In general, the radical concentration increased with the 
equivalence ratio indicating the decomposition of excessive 
ammonia in the flame region. The plasma discharges 
enriched the radicals in the ammonia rich flames. However, 
the effect was diminished at fuel-lean conditions. 


DISCUSSION 


In conventional ammonia flames, NO consumption at fuel 
rich conditions is enhanced through the reactions between 
NH, with NO to form either N, or NNH, both of which are the 
key reaction pathways of Thermal De-NO,[1]. The increase in 
NH,* chemiluminescence with equivalence ratio confirmed 
the reduction in NO concentrations as previously proposed 
in [6,16]. At lean conditions, NO formation is promoted 
through oxidization of NH and NH, to NO, mainly over the 
HNO intermediate [1]. However, the plasma discharge had 
no significant effect on NO emissions at rich conditions, 
even though yielding higher NH,” chemiluminescence. 

On the other hand, at lean conditions, the plasma effect 
became more stand-out, increasing NO emissions in the 
ammonia flames. The results are incongruent with others’ 
findings [6,7] in which the plasma discharge ensured 
curbing NO emissions significantly in ammonia flames. 

This discrepancy might be related to the ratio of discharge 
power to thermal load. In the present study, this ratio was 
almost one third of the value in [6] , corresponding to only 
0.063% of the thermal load at ~=1.0. Moreover, the E/N was 
varied in a range of 80-130 Td. As has been reported by other 
studies [10,17], for the E/N <100 Td, the main fraction of the 
plasma energy goes into the vibrational excitation of N,, that 
does not produce effective plasma species to functionise 
ammonia flames. As the electric field varies with discharge 
gap, applied voltage and geometry of the electrode [17], 

the future study will focus on repeating the experiments at 
higher electric fields. 
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CONCLUSIONS 


The effect of plasma discharge-ammonia flame interactions 
on NO emissions were experimentally investigated varying 
equivalence ratio at a constant thermal power output. NO 
emissions were compared against NH, chemiluminescence 
intensity. 


There is an apparent relationship between equivalence ratio 
and average plasma power, with lower equivalence ratio 
resulting in a measurably more energetic plasma. 


In this study plasma discharges did not improve the NO 
emissions performance of premixed ammonia flames. 
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SUSTAINABLE ENERGY 


Exploring the Potential 
of Ammonia/Hydrogen 
Trigeneration Cycle 


Numerous low-carbon energy initiatives are adopting ammonia as an energy 
source, with a particular focus on combining ammonia and hydrogen ina 
70%/30% volume ratio for gas turbine systems. The ammonia-hydrogen 
triple generation cycle, a hybrid of a humidified Brayton cycle and a reverse 
Brayton cycle, has demonstrated outstanding performance, achieving zero 
carbon and low NOx emissions, while boosting overall efficiency to around 


59%, comparable to conventional fossil fuel-based power generation systems. 


The Aspen Plus software was used to simulate and calculate the system’s 
efficiency, mainly focusing on the humidification Brayton cycle, reverse 
Brayton cycle, and waste heat recovery phase of the ammonia-hydrogen 
triplex production cycle. Three scenarios were developed to evaluate the 
efficiency of different steam condensation recovery processes, with all three 
yielding efficiencies of at least 59%, confirming the cycle’s effectiveness and 
feasibility. Advancements in the system’s structure in the future could further 
enhance the system’s efficiency. 
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INTRODUCTION 


The world today is facing unprecedented needs to meet 
energy demand while reducing energy costs and pollution 
levels. Fossil fuels, which have been the dominant energy 
source for decades, are becoming increasingly scarce and 
expensive to extract, posing a significant challenge to 
meeting this growing demand. This has prompted a shift 
towards renewable energy sources such as solar, wind, and 
hydropower, and alternative energy fuels like ammonia 
and hydrogen, which are sustainable and emit fewer 
pollutants. In this paper, we present the progress that has 
been so far in evaluating the performance of our previously 
proposed ammonia-hydrogen trigeneration power cycle [1, 
2]. The thermodynamic cycle, including its three different 
scenarios, was processed and simulated using Aspen 

Plus Software. Efficiency calculations were subsequently 
performed using the resulting data. 
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SIMULATION METHODS 


The ASPEN Plus software, an advanced system for process 
engineering, is used to model and simulate thermodynamic 
engineering cycles. It has been extensively used and its 
ability to simulate real-world power plant applications has 
been proven and demonstrated in many research articles 
[3-5]. 


Three different scenarios were utilised to simulate the 
trigeneration cycles. In each scenario, the water vapour from 
the combustion gases was separated by cooling at different 
stages within the system. These included i) the separation 

of the water stream from the exhaust gases behind the first 
heat exchanger (Scenario 1, Fig. 1), ii) the separation of the 
water stream from the exhaust gases behind the second 
heat exchanger (Scenario 2, Fig. 2), and iii) the complete 
absence of condensate (Scenario 3, Fig. 3 overleaf). 
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Fig. 2. Scenario 2: separation of water stream from the exhaust gases behind the second heat exchanger. 
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Fig. 3. Scenario 3: no water was separated. 


Initially, the incoming atmospheric air (with a mass flow 
rate of 9.28 kg/s, temperature of 280K and pressure of 1.00 
bar) was compressed by the compressor (B2). Subsequently, 
the compressed air was split into two distinct streams 

with different amounts of m via a splitter (B7). One of the 
streams was directed to the gas turbine (B3) to facilitate the 
cooling of its blades, while the second stream was fed into 

a combustion chamber (B1) to undergo combustion with an 
NH3-H2 mixture by 70%/30% (vol.%). In order to reduce the 
production of nitrogen oxides, water vapour was added to 
the combustion chamber (B1). The chemical reaction inside 
the combustion chamber can be given as: 


0.7NH, + 0.3H, + 0.6750, 


> 0.35N,+ 1.35H,O 


The flue gases resulting from the combustion process were 
expanded by both the first gas turbine (B3) and the second 
gas turbine (B4), respectively. It is to be noted that the 
exhaust gases from the second gas turbine (B4) were found 
to still contain a significant amount of heat, which could be 
harnessed to heat water and ultimately increase the thermal 
efficiency of the system. Consequently, the turbine’s exhaust 
gasses are directed towards the first heat exchanger (B5) 

to elevate the temperature of the liquid water from 287K 

to 365K, while the exhaust gases were cooled to 313 K.A 
splitter (B16) was employed to divide the resulting hot water 
into two streams with varying mass flow rates. One of the 
streams was utilised for dynamic district heating, while the 
second stream was heated using the second heat exchanger 
(B15). The resulting water flow was then divided into two 
streams using splitter (B9), with one having a mass flow rate 
of 2.64 kg/s intended for industrial heating, and the other 
having a mass flow rate of 0.147 kg/s, which was heated 

to 560 K and directed back to the combustion chamber for 
the subsequent triple generation cycle. Once the exhaust 
gases had passed through the first heat exchanger (B5), 

the variations among the three simulation scenarios would 
become apparent. 


In the first simulation scenario (Fig. 1), the exhaust gases 
that passed through the first heat exchanger were directed 
to the separator. Here, a portion of the water vapor present 
in the exhaust gases underwent condensation, resulting 

in the formation of a liquid under standard atmospheric 
pressure and was then separated in accordance with the 
two-phase flow. The recovered liquid water was utilised 

as part of the feed water for the waste heat recovery 
process after passing through separator (B6). The residual 
gases were then passed through the expansion valve 


(B13), followed by compression in compressor (B12). This 
sequence of processes led to an increase in the gases’ 
temperature to 620K at 1.00 bar. Finally, the exhaust gases 
were cooled to 374K in the second heat exchanger (B15), 
utilising a water stream with a temperature of 365K, and 
subsequently released. 


In the second scenario (Fig. 2), the exhaust gases exited 

the first heat exchanger (B5) at 313K and 0.16 bar was fed 
directly into the second compressor (B12). The pressurised 
gas was then directed into the second heat exchanger 
(B15), where it underwent a heat exchange process with the 
supply water. Within separator (B6), the exhaust gases were 
completely cooled down to 288K, with the majority of the 
water vapour undergoing cooling and condensation into 
liquid water. The resulting liquid water, with a mass flow rate 
of 0.76 kg/s, was subsequently retrieved in a subsequent 
stage as part of the supply water for heating work, while the 
remaining exhaust gases were discharged. 


The final simulation scenario (Fig. 3) involved no separation 
of water from the exhaust gases. Once the exhaust gases 
exited the first heat exchanger (B5), it was directly routed 
into the second compressor (B12), without undergoing 

any treatment. The exhaust gases at 0.16 bar were 

then compressed to 1.00 bar, which was the same as in 

the second scenario. Subsequently, the exhaust gases 
underwent a heat exchange (B15) with the supplied liquid 
water from the second splitter (B16). Following this step, the 
exhaust gases were directed to the subsequent processes. 


RESULTS AND DISCUSSION 


The present study involves an evaluation of the performance 
of a trigeneration thermodynamic cycle through three 
different simulation scenarios. The overall efficiency was 
determined by taking into account various parameters, 

such as the thermal power supplied by fuel combustion, the 
mechanical efficiency and work output of the gas turbines, 
and the power consumed by the compressors. 


In the first scenario, a mass flow rate of 0.42 kg/s was 
utilised to condense and separate water, leading to a 
computation of a water circulation efficiency of 6.51%. In 
terms of the first heat exchanger (B5), 2.14 MW of heat was 
released from the gas, and an enthalpy change of 2.11 MW 
was achieved for the heated water, resulting in an efficiency 
of 98.35%. Similarly, in the second heat exchanger (B15), 
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approximately 2.51 MW of heat was released from the gas, 
and an enthalpy change of 2.10 MW was attained for the 
warmed water, which led to an efficiency of 82.21%. The 
input thermal power provided 1.07 MW to the system, the 
two gas turbines (B3 and B4) delivered a total of 7.12 MW 
with 90% mechanical efficiency, and the two compressors 
(B2 and B12) consumed a total of 6.47 MW of power. This 
resulted in an overall system efficiency of 60.69% and 
recovery of 0.42 kg/s of water. 


In the second scenario, the efficiency of the first heat 
exchanger (B5) was found to be the same as in the first 
scenario, at 98.35%, owing to their identical processes. 
Nonetheless, other differences emerged in the efficiency 
calculations between the two scenarios. The mass flow rate 
of the condensate in scenario 2 was 0.76 kg/s, producing 

a water circulation efficiency of 11.78%. The second heat 
exchanger (B15) in scenario 2 released approximately 

2.48 MW of heat during combustion and cooling, and the 
enthalpy change of the water during heating was 2.02 MW, 
leading to an efficiency of 81.71%. The simulation revealed 
that the input thermal power provided 1.07 MW to the 
system, and the gas turbines (B3 and B4) delivered a total of 
approximately 7.12 MW with a mechanical efficiency of 90%. 
The total power required to operate the two compressors 
(B2 and B12) was approximately 6.49 MW. Consequently, the 
system’s overall efficiency was found to be 59.04% with 0.76 
kg/s of recovered water. 


In the third scenario, the sole distinction from Scenario 2 is 
the absence of water vapor condensation and separation in 
the exhaust gas downstream of the second heat exchanger 
(B15). Therefore, with the exception of the water circulation 
efficiency, all other efficiencies in Scenario 3, namely 

the first heat exchanger (B5) efficiency, the second heat 
exchanger (B15) efficiency, and the system efficiency, are 

in agreement with the calculations in Scenario 2. As the 
mass flow rate of the condensate is zero in Scenario 3, the 
water circulation efficiency is also zero. The efficiency of the 
system in Scenario 3 closely approximates that of Scenario 
2, at 59.04% without any water recovered from the system. 


CONCLUSIONS 


The present study aimed to investigate the feasibility of an 
ammonia-hydrogen trigeneration cycle, which integrates 

a humidified Brayton cycle and a reverse Brayton cycle, as 
a competitive and promising option for ammonia-based 
energy utilisation in the contemporary energy market. The 
system’s efficiency was analyzed using Aspen Plus software 
under various scenarios, followed by validation and 
efficiency calculations. 


The simulation results demonstrated that the efficiency 

of the system, heat exchanger efficiency, compressor 
power consumption during waste heat recovery, and water 
circulation efficiency were significantly affected by the 
water condensation and recovery at different stages. The 
first scenario exhibited a lower water circulation efficiency 
of 6.51% compared to the second scenario, which achieved 
an efficiency of 11.78%, due to the differences in the 
condensation methods employed at different stages in 

the two scenarios. However, the second heat exchanger in 
Scenario 1 exhibited the highest efficiency of 82.21% among 
the three scenarios. In contrast, the third scenario showed a 
0% water circulation efficiency due to the absence of water 
condensation and separation in the system. Nevertheless, 
all other efficiencies in Scenario 3 were consistent with 
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those in Scenario 2. Moreover, the overall system efficiencies 
remained at approximately 59%, despite the variations in 
water condensation and recovery at different stages. Among 
the three scenarios, Scenario 1 achieved the highest system 
efficiency of 60.69% by performing water condensation and 
separation after the first heat exchanger. 


In conclusion, the study found that condensing and 
separating water vapour between the first heat exchanger 
and the second compressor in the ammonia-hydrogen 
trigeneration cycle system is the most effective way to 
improve the system’s efficiency, even though it may 

not be the most efficient water cycle in the simulation. 
However, this can be improved by adding another 
separator after the second heat exchanger. The simulation 
results also confirmed the feasibility and high efficiency 

of the ammonia-hydrogen trigeneration cycle, which can 
compete with current fossil fuel-based power generation 
systems. The study suggests that with further technological 
development, the ammonia-hydrogen trigeneration cycle 
can become even more efficient and play a significant role 
in the low-carbon energy structure. Nevertheless, there is an 
immediate need to evaluate the exhaust gas emission levels 
of the cycle across the three scenarios. 
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COMPOUND SEMICONDUCTORS AND APPLICATIONS 


Numerical Investigation of Size Effects in 
Tension and Torsion of Micro-scale Copper 
Wires using a Strain Gradient Modified 
Johnson-Cook Constitutive Model 


While material behaviour on the micro to nanoscale may be investigated Keywords: 

using various experimental methods, it is of interest to develop Tension/torsion simulation, 
complementary 3-dimensional (3D) numerical approaches to simulate johnson-cook theory, strain gradient 
material deformation at such small scales. In particular, these simulations plasticity, size effect, finite element 
provide a means to shed further light on key mechanisms at play, especially method. 

in the region of plastic strain. The size effect in tension and torsion of micro- 

scale copper wires is numerically investigated in this study using a strain Corresponding author: 

gradient modified Johnson-Cook method. This 3D algorithm is implemented YaoS8@cardiff.ac.uk 


by self-compiled subroutines using the ABAQUS/Explicit solver. The simulated 
flow stress and yield stress in torsion of micro-scale copper wires were 
observed to increase with the decrease of the wire diameter, which correlates 
well with experimental findings reported in the literature. A similar size 
effect, although not as significant as that in torsion, was also observed in 

the simulated tension experiments, again in line with existing experimental 
reports. This work contributes to the efforts of the research community in the 
simulation material behaviour at the micro- to nanoscale, especially when 
considering the combined influence of both size effect and strain rate. 
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INTRODUCTION 


The knowledge of material properties on the micro- to 
nanoscale is of great importance for the predictable and 
reliable manufacture of small-scale structures. Different 
from the meso-macro scale, where material properties can 
be considered constant and relatively easy to calibrate when 
implementing numerical simulations, establishing accurate 
material constitutive models at smaller scale remain 
challenging due to increased instrumentation requirements 
and the prevalence of more complex mechanisms such as 
the size effect. This effect, which results in the increase in 
the flow stress of material as the volume of the deformed 
region reduces, has been reported in many experiments 

[1] such as tension, compression, torsion, indentation and 
scratching of various metal/polymer wires and foils. 


Numerical tools such as molecular dynamics modelling 
(MD), crystal plasticity finite element method (CPFEM), 
multiscale approaches including finite element combined 
with atomistic method (FEAt), bridging scale method 
(BSM), coupled atomistic and discrete dislocation plasticity 
(CADD) approaches and quasi-continuum (QC) method 
have been developed by the research community to 
investigate and model this size effect. However, prohibitive 
computational cost, unrealistic space/time scale involved, 
and implementation complexity can hinder the applications 
of these methods. On the other hand, the low-order strain 
gradient plasticity theory (SGP), which is built on the 
framework of von Mises plasticity, considers the size effect 
by introducing a material characteristic length and strain 
gradient. The relative ease of implementation and robust 
physical derivation render SGP an efficient and reliable 
method to investigate material behaviour at the micro to 
sub-micro scale. In addition, the Johnson-Cook (JC) theory 
[2] which considers the effect of strain hardening, strain 
rate and the temperature has been widely utilised in the 
simulation of meso to macro scale deformation of metallic 
materials. 


To solve the aforementioned issues in numerical simulations 
at micro and sub-micro scales, this study reports the 
implementation of a 3D Finite Element (FE) approach 
whereby the material constitutive model is described by 
combining the JC and the SGP theories. The combination 
of these theories forms a novel framework within which 
the effect of strain hardening, strain rate, temperature and 
size effect could be investigated thoroughly. As a result, the 
bridge between different scales is expected to be facilitated 
and the material library at small scales is expected to be 
enriched for future simulations. 


MATERIALS AND METHODS 


The FE simulations carried out in this work concern the 
torsion and uniaxial tension of copper wires. The numerical 
studies are performed using the ABAQUS/Explicit module 
and the SGP-modified JC algorithm is realised using the 
embedded subroutines. The copper wires are constrained 
on all degrees of freedom (DOF) on the base part and 

only the x direction of the grip part is ascribed to move 
under a quasi-static strain rate of 0.1 in tension (see Fig. 

1). The stress in tension is calculated as an average value 
of the von Mises stress of the gauge section. For the 

torsion simulations, the grip and base parts are subjected 
to a rotation of 1.57 (radians) in the UR1 direction and 

the remaining DOFs are constrained. The shear strain is 
calculated using a0/ L, where L is the gauge length, a is the 
radius of the wire and @ is the torsion angle. The diameters 
of the simulated copper wire were varied and included the 
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following values: 18 um, 30 um, 42 um and 105 um. These 
values were selected to be able to compare the simulation 
results against the experimental data published in [1]. The 
material properties used in this work can be found in [2]. 


Grip part 


an 120 Gauge section 


Base part 


Units: um 
Fig. 1. Schematic illustration of one of the simulated dog-bone-shaped 


specimens. 


The classical JC model describes the flow stress as: 
gpl > 
ojc = [A + B(E”*)"][1 + Cln Ga - 4") (1) 
0 


Based on the SGP theory, the flow stress using Taylor’s 
model is given as: 


o = MaGb,/ ps + Pg (2) 


Ps can be determined by material tests where the strain 
gradient is negligible and thus classic JC is applicable: 


MaGb,/p, = Oc (3) 
Substituting (3) into (2), the flow stress becomes: 
o=o [1+ me (4) 


Ss 


Pg is calculated as: 


-n 
Pg = rr (5) 
Substituting (3) and (5) into (4), the flow stress is now [3]: 
18a2G2b 
Sfiow = Fic |1 + (z n)" (6) 
Tje 
18a*G*b 


where ?,_ is defined as material characteristic length 
l. wis introduced to represent the density of GNDs needed 
to accommodate the strain gradient in the deformation 
zone. Equation (6) describes the material constitutive 
model which combines the JC and the SGP theories. The 
incremental plastic strain gradient AnP can be calculated 
using the formulation below [4]. 


Anie = Mein j + Aei = Aep y (7) 


In this work, (7) is reformulated as: 


Numerical Investigation of Size Effects in Tension and 
Torsion of Micro-scale Copper Wires using a Strain 
Gradient Modified Johnson-Cook Constitutive Model 


8 
A= Nem OE (8) 
k=1 
Similar to the effective strain which can be expressed as 
_ {2 
E = 3 €i/*i , under rate-proportional loading, An? can be 
calculated as: 


1 
An? = |e Ani Ani (9) 


The JC shear failure criterion is also included in the 
developed model. More specifically, the failure strain ee is 
calculated as follows: 


1 aq?) gpl x 
& = (d, + dze °t (1 + dln G + 458) (10) 
0 


Next, a summation of incremental failure strain is 
performed over all increments to calculate the failure 
criterion as follows: 


w = Zr. (11) 


Once w exceeds a critical threshold, i.e., a value over 1, the 
affected elements are deleted in the next solver step. The 
equivalent plastic strain €?', von Mises stress q and hydro 
stress p that are needed for the algorithm are obtained by 
the VGETRM utility subroutine at the end of each increment. 


RESULTS 


All the simulated stress-strain curves of copper wires in 
tension are displayed in Fig 2. Following the notation 
reported in [5] the normalized torque Q/a? is also plotted 
against the surface shear strain xa in torsion as shown in Fig 
3, where « is the twist per unit length of the wire. 


From Fig. 2, it is observed that the stress-strain curves 

of wires with different diameters in tension are all 
superimposed when using only the classical JC method 
built in Abaqus. This is expected because the classical 

JC approach does not take strain gradient into account 

and thus, cannot simulate the size effect. The maximum 
simulated flow stress in tension using the classical JC model 
was found to be around 231.8 MPa. In torsion, the simulated 
flow stress using the built-in JC method fluctuated slightly 
between 277.3 MPa-290.9 MPa. For this reason, in Fig. 3, only 
the average value of 283.3 MPa is plotted for the classical JC 
simulation. 


When using the SGP-modified JC method, both the flow 
stress and Q/a’ increased in different proportions with the 
decreasing of wire diameters. In tension, the simulated 
stress-strain data are the highest for the 18 um wire, i.e., 
that with the smallest diameter. This was expected and is 
aligned with the experimental results in [1], which are also 
reported in both Fig. 2 and Fig.3. The same observation can 
be made for the simulations in torsion. The stress-strain 
data in torsion for the 30 um and 42 um wires are relatively 
close, which is similar in trend to the experimental findings. 
Although a good agreement between the trends and the 
order of magnitude of the numerical and experimental data 
is observed, actual values differ. This may be due to the fact 
that the experimental results in [1] were achieved on copper 
wires that had been annealed. The annealing process likely 
resulted in an enlarged grain size and smaller dislocation 
density [6] compared to standard copper wires which have 
been considered as the baseline when implementing the 
proposed SGP-modified JC constitutive model. 
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Fig. 2. Stress-strain curves for copper wires in tension with diameters of 18 
um, 30 um 42 um and 105 um. The dashed curves show the experimental 
results reported in [1]. 
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Fig. 3. Plots of normalized torque-twist curves for copper wires with 
diameters of 18 um, 30 um 42 um and 105 um. The dashed curves show the 
experimental results reported in [1]. 


The extracted yield stress data in tension at the strain of 0.1 
and in torsion at the surface shear strain of 0.19 are displayed 
in Fig. 4 for all wire diameters considered. The yield stress 
using the classical JC theory remains nearly identical (around 
231.8 MPa for tension and 271 MPa for torsion) regardless 

of the diameter. When using the proposed SGP-modified JC 
model, it is clearly noted from Fig. 4 that the simulated yield 
stress increases with a reduction in the wire diameter. This 
size effect is also observed to be more pronounced in torsion 
than that in tension, as was also reported in [1] based on 
experimental findings. 
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Fig. 4. Simulated yield strength data (for a strain of 0.1 in tension and a 
surface shear strain of 0.19 in torsion) for copper wires with diameters of 18 
um, 30 um 42 um and 105 um. 
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DISCUSSION 


Using the developed SGP-modified JC constitutive model 

in the FE simulations, the numerical results were found to 
be consistent with the experimental findings from [1] which 
reported the existence of a size effect for micro-scale copper 
wires. As expected, such size effect cannot be simulated 
using the classical JC theory only. Fleck et al. [5] pointed out 
that, the size effect was more prominent in torsion. This was 
also observed in the simulations presented here. 


The reason behind this difference in material behaviour 
between tension and torsion is that, in uniaxial tension, 

the hardening is mainly due to the statistically stored 
dislocations which can be relatively moderate for a 

given wire diameter. In torsion, and for the same wire 
diameter, the strain gradient = and more pronounced 
non-homogeneity of deformation introduce an increased 
amount of geometrically necessary dislocations (GND). For 
a given surface shear strain, a thinner wire i.e., a smaller a, 
would introduce a larger strain gradient and greater density 
of GND. A faster and greater hardening in thinner wires 
would thus be observed. The material characteristic length, 
which is a homogenous representation of internal structures 
and dislocations, and the equivalent plastic strain/ shear 
strain are attributed to this size effect. 


One should also notice that the developed model does not 
capture the size effect in the initial elastic region. This is 

the reason why the simulated yield point (around 94MPa in 
tension) and normalized torque (around 140 MPa in torsion) 
values are constant in Fig. 2 and Fig. 3. 


CONCLUSIONS 


The presented results demonstrate that the developed 
SGP-modified JC model and its implementation via 3D FE 
simulations can be used to study the size effect in micro- 
scale tension and torsion of copper wires. Given that the 
model also intrinsically considers the influence of the 
strain rate, strain hardening and temperature, it paves the 
way for the further simulation of micro and nano-scale 
manufacturing processes which are not taking place ina 
quasi-static mode, such as in ultraprecision machining for 
example. 


In future simulations, the contribution of the strain rate and 
processing temperature against that of the strain gradients 
will also be investigated based on the developed model. As 
stated by Pafieda [7], for a typical dislocation density of 1015/ 
m?, equation (6) holds at a scale above 100 nm. This means 
that the developed model should be used in future studies 
where the size of the processed material region is above this 
threshold. 
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APPENDIX 


A, B, C, m, n coefficients of the JC model 

Ag”! incremental equivalent plastic strain 

é) reference strain rate 

r! equivalent plastic strain rate 

6 temperature term 

d,, d, d; d, d; parameters of JC failure criterion 

p, density of statistically stored dislocation 

Pg density of geometry necessary dislocation 

G shear modulus (GPa), b burgers vector (nm) 

a empirical coefficient which takes value between 0.3 and 
0.5 

r Nye-factor which is assumed to be 1.90 for face-centred 
cubic (fcc) polycrystals 

M Taylor factor, 3.06 for fcc metals 

N, (&,, 0) shape function vector 

Aei j plastic strain components 
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COMPOUND SEMICONDUCTORS AND APPLICATIONS 


Electro-Thermal Coupling tor Simulation 
of 52 kV Polymeric Bushing with 
Nonlinear ZnO Microvaristor Under 
Different Environmental Conditions 


Bushings are considered as one of the main components of power Keywords: 

transformers, a key element of the transmission network. Recently, bushings Polymeric bushing, Non-linear 

with composite housings have been adopted because of their advantages field grading composites, Stress 
over ceramic bushing, e.g., reduced weight, reduced explosive hazard and control, Finite element method, ZnO 
better performance under polluted conditions and under seismic activity. microvaristor. 

However, excessive electric field intensity can originate tracking and erosion 

effects on the insulating material affecting the withstand capabilities of the Corresponding author: 

bushing. This paper investigates the electric field distribution coupled with AboshwerbMA@cardiff.ac.uk 


temperature distribution on a 52 kV polymeric bushing to determine any 
vulnerable areas. The simulation evaluates the electrical and thermal stress 
reduction in these identified areas by introducing ZnO-microvaristor material, 
as a possible solution to mitigate these damages. A suitable bushing design 
using this field grading material is proposed for effective stress control near 
the flange ground terminal to offer the manufacturers additional confidence 
for applying novel insulating materials. 
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INTRODUCTION 


Polymeric materials have been widely used for outdoor 
insulation in transmission and distribution systems 

for economic and technological reasons. Compared 

to analogous ceramic insulation systems, polymeric 
insulation provides a substantial weight reduction, less 
fragile properties and better performance under pollution 
[1]. However, composite insulation materials suffer from 
degradation and aging issues from surface partial arcing 
due to localized high electric field magnitudes. The organic 
nature of polymeric materials determines a vulnerability 
to degradation and aging under various electrical, 
environmental, mechanical and thermal stresses [2]. 
Therefore, it is important to design the polymeric insulation 
system without any high electric stress areas under all 
possible in-service environmental conditions. 


Recently, the utilization of resistive field grading materials 
using specific ceramic powders for stress control has been 
introduced [3,4]. Developments and improvements in the 
manufacture of ZnO microvaristors and compounding 
with silicone materials provide a promising solution 

for reducing electric fields across polymer insulating 
surfaces [5]. This resistive non-linear electric field grading 
material based on ZnO microvaristors displays high 
field-dependent conductivity characteristic, which allows 
redistribution of the electric field, hence prevents localized 
field enhancements. Cardiff University High Voltage 
Research Team [4-6] showed how the formulation of ZnO 
microvaristors can offer the possibility to adjust nonlinear 
switching parameters such as field switching thresholds, 
especially in HV applications including high voltage 
composite insulators. 


In this paper, a polymeric bushing with field grading 
material has been investigated to identify optimal 
parameters that impact electric field distribution on the 
bushing surface. These include thickness, length, position 
and the switching parameters of field grading material such 
as initial conductivity, non-linearity coefficient, and field 
switching threshold. The simulation work was performed 
using COMSOL Multiphysics 5.5 and 2D axisymmetric 
models [7]. The simulation results show the impact of the 
optimal parameters field grading material in reducing the 
high electric stresses present in the initial bushing design. 


ZNO MICROVARISTOR PROPERTIES 


ZnO microvaristors are semiconducting particles having 
high nonlinear voltage-current properties. These may be 
utilized as a filler to produce nonlinear features to the 
insulating matrix, impart its nonlinear characteristics and 
form field grading composites. They are utilized for stress 
control in several HV applications, like power modules 
[8], induction motor stator coils [9] bushings [4], cable 
accessories [3], and composite insulators [4-6]. Moreover, 
micro-scaled electroceramic particles exhibiting highly 
nonlinear electrical properties like ZnO varistor in high 
voltage arrester applications have been developed [10]. 


A Scanning Electron Microscope (SEM) picture of such 
material is shown in Fig. 1 [5]. 
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Fig. 1. Microvaristor structure viewed using SEM [5]. 


COMPUTATIONAL MODELLING 


Design of polymeric bushing with non-linear 

resistive field grading material 

Medium voltage distribution polymeric bushings consist of 
three main parts: the insulation housing body including the 
weather sheds that are made of silicone rubber insulation, 
the energised HV copper conductor core onto which the 
polymeric housing is molded, and an aluminum flange 
(ground terminal). 


Asimplified 52 kV silicone rubber bushing was investigated 
in this work. The key components of this bushing are shown 
in Fig. 2. 


d 
z 
i 
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w 1B iro) 


Copper Conductor Core (HY Terminal} 


Fig. 2. 52 kV polymeric bushing (A) assembled bushing parts (B and C) 
computational axi-symmetric model of the proposed design adopting 
ZnO microvaristor material (details in C). 


The pollution layer over the polymeric bushing surface 
is assumed to be uniform with 0.5 mm thickness [4]. The 
material properties of the polymeric bushing with ZnO 
microvaristor material are summarized in Table 1. 


Materials Relative Conductivity 
Permittivity €, o [S/m] 
Air background 1 1x10" 
Silicone rubber 4.3 1x10% 
Conductor core 1 15.998 x 10’ 
Aluminum flange 1 5.96 x 10’ 
Transformer oil 2.2 9x10 
Pollution layer 81 1x 10° 


Table 1. Material properties adopted for polymeric bushing modelling. 


The electrical conductivity of the nonlinear field grading 
material based on ZnO microvaristor exhibits a high degree 
of nonlinear behavior, and it can be expressed by the 
exponential function as given in (1). 


aE) = [1+] (1) 


Where o(E) is the non-linear conductivity of field grading 
material, a, is the low field conductivity, Æ, is the intensity 
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of the electric field, Æ, is the field switching threshold, and a 
is the nonlinearity coefficient. The dielectric constant of the 
field grading material is assigned as e, [5]. 


Furthermore, the switching threshold value identifies 

the electric field magnitude at which the field grading 
composite electrical characteristics start to vary, changing 
very quickly from very low-loss insulator state to fairly-good 
conductor operation mode. This threshold magnitude is 

a crucial parameter for achieving efficient field grading in 
different HV applications. Figure 3 shows an example of 
conductivity-field characteristic illustrating the point of 
switching threshold £, . Beyond the switching threshold 
value, any slight rise in the magnitude of the electric field 
leads to a significant rise in the conduction current. 
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Fig. 3. Field-dependent conductivity of non-linear field grading material 
with switching threshold value. 


Finite Element Analysis 

In this study, field computations and modelling have been 
carried out by the commercially available FEM package 
COMSOL Multiphysics 5.5 [7]. Because of the symmetrical 
shape of the polymeric bushings, we adopted an axi- 
symmetric model with Electric Currents (EC) interface to 
decrease memory requirements and processing time [7]. 
The polymeric bushing model in Fig. 2 was implemented 
for the simulation study. The simulation of this simplified 
configuration under pollution condition shows that the 
most non-uniform electric field distribution with highest 
magnitudes is near the flange ground terminal and thus 
reflects the worst-case scenario. 


The applied voltage on the HV conductor core is phase-to 
ground value equivalent to 30 kV at 50 Hz, while the flange 
terminal is grounded. The axial symmetric line in the r-z 
plane was assigned as the polymeric bushing symmetry line. 
This study is performed under dry and clean, and pollution 
conditions, according to conditions specified in IEC 60507 
standard [12]. The mesh density is assigned manually to 
improve the accuracy, especially near the critical regions of 
the flange ground terminal, as shown in Fig. 4. 
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SIMULATION RESULTS AND DISCUSSION 


Equipotential lines along polymeric bushing surface with 
and without ZnO microvaristor material under uniform wet 
pollution conditions 

The simulation results have shown that the different 
thicknesses and lengths of grading material, as well as the 
switching parameters of the field grading material have a 
crucial role in obtaining effective field grading along the 
polymeric bushing surface. In this simulation, the evaluated 
performance of the new graded bushing was obtained 

with the following parameters of field grading material: 
length and thickness of grading material; L=30 mm and 

T= 4 mm respectively, switching field threshold £, = 5e5 
V/m, conductivity at point of threshold ø (0)= 1 x 10° S/m, 
coefficient of non-linearity a = 10. These values offered 

a better performance near the flange ground terminal 
compared to other values found in literature. Figure 5 shows 
the computed equipotential lines on the polymeric bushing 
model when the surface is wet pollution conditions without 
and with the addition of grading material. 


As can be seen on the figure, the application of the non- 
linear field grading material clearly changes the distribution 
of the equipotential lines near the flange ground terminal. 
Such redistribution suppresses field enhancements along 
the bushing surface in the region of the grounded flange. 

Of particular interest is the triple junction region where the 
polymeric material, air and the metal of the flange meet. 
The field is significantly reduced to magnitudes below 

air ionisation threshold, hence suppressing initiation of 
electrical discharges on the bushing surface. 
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Fig. 5. The equipotential lines along the polymeric bushing surface 
without (a) and with grading material (b) under wet polluted condition. 


Electric field distribution along the polymeric bushing 
surface with and without ZnO microvaristor under 

wet pollution condition. 

Figure 6 illustrates the tangential of electric field distribution 
over the polymeric bushing leakage distance without 

and with grading material. The polymeric bushing with 
ZnO microvaristors shows a significant reduction of the 
tangential electric field distribution agreeing with the 
observation from equipotential lines plot. The tangential 
component of the electric field with the grading material 
is more uniform along the surface, preventing extreme 
electrical stress at the triple junction point near the flange 
ground terminal. 


Figure 7 shows that the maximum electric field magnitude 
decreases from 0.57 kV/mm to 0.39 kV/mm near the flange 
ground terminal, representing a 31.5 % electric field 
reduction. 
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Fig. 6. The distribution of the tangential electric field over the polymeric 
bushing leakage path without (in blue) and with grading material (in 
brown). 
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Fig. 7. The maximum electric field magnitude near the flange ground 
terminal of the studied polymeric bushing. 


Temperature distribution of polymeric bushing 

without ZnO microvaristor material 

As a bushing is operating, a portion of the current through 
the conductor of the bushing dissipates power and converts 
the losses into heat, and this raises the temperature of 

the bushing [13]. The chemical nature of the insulator can 
change if the bushing is overheated, or if it is exposed to 
high temperatures for prolonged time. This situation leads 
to changes in the physical bushing electrical properties and 
accelerates its degradation and ageing rates [13]. It was 
shown that the Hot Spot Temperature (HST) of a bushing 

is inversely proportional to its lifetime [14]. Moreover, 
calculating the HST and the temperature distribution of the 
bushing is thus very useful in identifying the best design and 
performance of the bushing. 


Figure 8 shows the two- and three-dimensional temperature 
distributions on the studied polymeric bushing under the 
rated bushing current of 1250A. The 3D model has been 
developed for further simulations with a non-uniform 
pollution layer non-axially symmetrical, not presented 

in this work. The highest temperature obtained from the 
simulation of the polymeric bushing is 55°C, which is inside 
the oil tank in the vicinity of the copper conductor. The 
reason for different temperature distributions on the bottom 
and top of the polymeric bushing is due to the top part 
being surrounded by ambient air and cooled by convection, 
while the bottom of the polymeric bushing is located in the 
transformer oil tank, at 80°C at full load conditions. 
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(a) (b) 
Fig. 8. (a) Two-dimensional temperature distribution in the polymeric 
bushing (b) Three- dimensional view of the polymeric bushing 
temperature distribution (°C). 


Effect of current magnitude on the polymeric bushing 
temperature distribution 

The temperature distribution on the conductor under 
different current magnitudes is calculated to identify the 
effect of the current magnitude on the magnitude and 
location of the HST. The application of 700, 1250, 2000, 
and 2500 A currents to the composite bushing, have been 
investigated and the results are shown in Fig. 9. 


The temperature distribution is evaluated from the top 
region (air-sided part) to the lower region of the transformer 
(oil-sided part). As seen in Fig.8, the temperature 
distribution along the conductor and hence the bushing 
length is nonlinear and non-constant. As expected, the 
temperature value for each location appears to be affected 
by the current magnitude. It can be observed in Fig. 9 that 
higher increases are seen in the high current range. 
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Fig. 9. Temperature distribution on the conductor for different currents 
(°C). 


Electro-Thermal Coupling for Simulation of 52 kV 
Polymeric Bushing with Nonlinear ZnO Microvaristor 
Under Different Environmental Conditions 


CONCLUSION 


The influence of non-linear resistive field grading material 
based on ZnO microvaristors for stress control on a 52 kV 
polymeric bushing is investigated. The proposed graded 
material performance exhibits best performance compared 
to the typical polymeric bushing, and the electric field 
enhancements at the triple junctions are successfully 
reduced. The maximum electric field magnitude reduced 
from 5.7 kV/cm to 3.9 kV/cm near the flange ground 
terminal, representing a 31.5% electric field reduction. 
These promising results indicate that it is possible to reduce 
the risk of corona and surface electric discharge initiation 
over the polymeric bushing surface, reducing the possibility 
of dry bands formation and arcing, which may eventually 
lead to tracking and erosion of the polymeric bushing 
surface. Furthermore, the temperature distribution and 
heat analysis are essential investigation for such bushings. 
The bushings can have a reduced lifespan and are prone 

to malfunction due to the highest heat load resulting from 
power dissipation in the inner conductor. The temperature 
distribution and hottest spot temperature of the bushing 
are impacted by this power dissipation, along with other 
factors such as the flowing current, conductor material, 
and insulation material. a two-dimensional temperature 
distribution of the bushing was obtained. The hottest 

spot on the conductor, located near the flange, was then 
identified. Next, the current through the conductor was 
varied in four discrete values, and the temperature of the 
conductor was measured and the impact of the current 

on the hottest spot temperature was determined. It was 
concluded that increasing the current led to a slight increase 
in the temperature of the conductor and in the hottest 
spot, and no significant thermal stress was observed in the 
studied polymeric bushing. 
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